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XCEPT for the correction of obvious errors, the bibliographic information is as given 

in the review or reviews. It is, therefore, in many cases incomplete and in some 
probably inaccurate. Each quotation immediately follows the name of the journal from 
which it is taken. Where no plus or minus trend is indicated, none is apparent in the 
review. The wealth of material available has made it necessary to omit reviews of books 
known to have been published in 1937, or earlier, and to use judgment in the listing of 
reviews of annuals and new editions of well-known books. Cross references have been 
omitted both in the text and in the index. The index is made according to the broadest 
of subject headings and the headings will be revised as the requirements of future 
material dictate. Space limitations have not permitted the publication of hundreds of 
reviews of books previously listed which have been duly recorded at the editorial office. 
Notations of additional reviews of books listed in T. B. R. I. will be sent upon request 
whenever available. The Editor. 
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1112. Adams, O. D. Training for the 1116. Am. iron & steel institute. Steel 
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police service. Wash. (D. C.), U. S. products manual, sect. 4, Rolled steel struc- 


Office of Educ., 1938. 84 p. 5c. 

Public mgt., F ’39, p. 60, 1/4 col. “Outlines the 
various aspects of the problem of police training, 
indicates how police training programs are organized 
and operated, discusses the methods of training in- 
structors, suggests a basic police training program, 
and presents a job analysis of the police service. 

113. Ainscough, Sir T. M. Report on 
the conditions and prospects of United 
o— bao in India, 1937-38. Lon- 
don, Stat. Off. 4s. 6d. 

a yor jl., F 2 ’39, p. 126, 3/4 col. “Util- 
ity of much of this Report is impaired by the fact 
that a new United Kingdom-India trade agreement 
is being negotiated, and its consummation may pro- 
foundly affect the existing conditions, so that it 
seems useless to make deductions from the Report 
as to future business between the two States. More- 
over, the separation of Burma from India makes 
many comparisons difficult.”” — 

1114. Alber, S. Equilibre statique d’une 
ligne aérienne de transmission d’énergie 
électrique soumise a l’action des efforts 
longitudinaux. Paris, Rev. Gén. d. l’Elec. 
50D; 25 ff. 

Annales d. ponts e. chaussées, N ’38, p. 692, 1/3 


p- 

1115. Allied radio corp. Radio builders 
handbook. Chicago, Allied Radio Corp. 

Radio news, Ap °39, p. 36, 1/5 col. ‘Includes 
the fundamental knowledge that the beginner in radio 
needs for a start. Although not a complete textbook, 
this information is given in easy-to-understand terms 
so that the student will not become confused or find 
the technical descriptions too deep in scope.” + 


tural sections. N. Y., Am. Iron & Steel 
Inst. 15c. 

Metal ind. (N. Y.), F °39, p. 96, 1/4 col. ‘‘Defi- 
nitions and classifications of structural sections are 
given as well as the steps in making these sections 
starting with the ingot. Physical tests and tolerances 
are also given.” . 

Contractors & eng. mo., Mr ’39, p. 42, 1/2 col. + 

(See 3-999, 3-3278, 4-9) 

1117. Am. municipal assoc. Changes in 
municipal boundaries through annexation, 
detachment, and consolidation. Chicago, 
Am. Mun. Assoc., 1939. 38 p. $1. 

Public mgt., F ’39, p. 60, 1/4 col. “‘Is a review 
of the methods available in the various states for 
making municipal boundary changes.” 

1118. Am. power boat assoc. 1939 rac- 
ing rule book. Wash. (D. C.), I. Bickel- 
haupt, Rm. 524, Shoreham Bldg., 1939. 25c. 

Motor boating, ¥F 739, p. 117, 1/3 col. ‘“‘Includes 
the complete racing rules of the Association, both 
for competitive events, mile trials and cruiser ‘racing 
on the predicted log handicap rule. It also contains 
complete racing rules for the 91, 135 and 225 cubic 
inch classes, the Gold Cup and the new rules for 
inboard runabout racing. . . Included in the rule 
book are complete instructions for running regattas 
together with speed tables for mile trials and five 
mile competitive events.” + 

1119. Am, soc. of mechanical engineers. 
Nat. conf. of oil and gas div. Proceedings. 
N. Y., Am. Soc. of Mech. Eng. il., diag. 

Gas & oil power, F ’39, p. 52, 1/3 col. ‘“Pro- 
ceedings of the conference held at Dallas, Texas. . . 
Contents are of interest to all connected with diesel 
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power and oil engine design and construction, for 
the book covers a wide field. Recent developments, 
applications and trends of high-speed diesels are re- 
ported, together with theses on fuels, pressure indi- 
cators, wear of piston rings and cylinder liners, 
engine vibration isolation, and cooling problems. Other 
interesting features are the progress reports by vari- 
ous American manufacturers.” + 

1120. Am. soc. of refrigerating engineers. 
Refrigerating data book. 4th ed. N. Y., 
Am. Soc. of Refrig. Eng., 1939. 527 p. + 
134 p. of cat. $4. 

Brewers dig., F ’39, p. 43, 3/4 col. ‘This latest 
edition is even more practical and useful than earlier 
ones. Many chapters have been re-written entirely, 
in order that the entire contents be up-to-date. These 
new chapters include those on compression systems, 
absorption systems, dry ice, fluid flow, refrigerant 
properties, insulation, cork, small air conditioning 
systems, air systems, surface coolers, freezing of 
foods, ozone and ultra-violet light, condensing units, 
commercial evaporators, 4 chapters on the newest 
designs and practice in controls and others. A new 
feature of great practical value is the inclusion at 
the end of a number of chapters of specification 
tables, giving the dimensions, capacities and other 
facts about existing equipment.” 

Heat. & vent., Mr ’39, p. 58, 1/2 col. + 

Bakers tech. dig., Mr ’39, p. 195, 1 col. + 

(See 2-1775) 

1121. Anderson, K. T. Der kornkafer 
(Calandra granaria L.) biologie und be- 
kampfung. Berlin, P. Parey, 1938. 108 p., 
37 il. RM 6.50. 

Jl. of econ. entomology, D ’38, p. 784, 2/5 col. 
“A study of the biology and control of the granary 
weevil, Calandra granaria (L.). .. A rather complete 
discussion of all types of control is given, including 
physical and chemical means. Under the latter will 
be found mention of many of the newer fumigants 
and a discussion of vacuum fumigation. The work 
is a good bringing together of our knowledge of this 
important grain pest and its methods of control. 
There is a bibliography of 84 titles.’ W. P. Hayes.+ 

1122. Appalachian trail conference. Guide 
to the Appalachian trail in Maine. 3rd ed. 
Wash. (D. C.), Appalachian Trail Conf. 
395 p., 8 maps. $1.50. 

Am. forests, F ’39, p. 88, 1/6 col. ‘‘Intimate de- 
scriptions, with maps, covering the northern 266 
miles of a skyline trail extending 2,049 miles from 
Mt. Oglethorpe in northern Georgia along the height 
of land to the granite monolith Katahdin, in the 
central Maine wilderness.” ++ 


1123. B. D. H. Book of reagents for 
delicate analysis. 7th rev. & enl. ed. Lon- 
don, Brit. Drug Houses, Ltd. 120 p. 2s. 6d. 


Chem. age, F 18 ’39, p. 128, 1/3 col. “The ap- 
plications of 72 reagents are described. In addition 
to matter relating to spot-tests as applied to micro- 
analysis, the book includes adequate working details 
for many colorimetric determinations and larger-scale 
methods of analysis in which organic reagents are 
employed. . . Most of the original information con- 
cerning spot-tests has been retained, and some ot 
the monographs have been substantially amplified by 
the addition of new methods and applications.’”’ + 

Chem. trade jl., F 17 ’39, p. 160, 2/5 col. + 

(See 3-1017) 

1124. Baker, H. The determination and 
administration of industrial relations poli- 
cies. Princeton (N. J.), Princeton Univ. 
74 p. $1.50. 

Factory, Mr ’39, p. 140, 1/3 col. ‘Report to show 
how and by whom industrial relations policies are 
determined and administered is based on a selected 
group of 100 companies of varying size and type of 
industry, and on some public utilities whose personnel 
organization and problems are comparable.” 


1125. Barnes, I. R. Cases on public 
utility regulation. N. Y., F. S. Crofts & 
Co., 1938. 1008 p. $7. 

Am. gas jl., Mr ’39, p. 47, 3/4 col. “A by- 
product of 8 years experience in teaching public 
utility regulation to undergraduate students majoring 
in economics. 162 cases bearing on public utility 
regulations are fully presented in all their essential 
parts, together with many dissenting opinions. ‘ 
The selected cases are divided about equally between 
the opinions of the United States Supreme Court 
and the decisions of the lower courts and commis- 
sions. . . No attempt has been made to summarize 
the decisions or to interpret them. For convenience 
each chapter contains references to parallel readings 
in the commonly available texts and treatises.”” + 

Electrical wld., Mr 25 ’39, p. (917) 103, 1/2 col.+ 

1126. Barnett, J. Transition curves for 
highways. Wash. (D. C.), U. S. Bur. of 
Public Roads. 211 p., tab. 60c. 

Eng. news rec., F 16 ’39, p. 76 (234), 1/2 col. 
“Most of the book is given over to tables which have 
been designed for highway use and so are better for 
that purpose than railroad transition curve tables. 
Also included are information on methods for widening 
pavements on curves and data on superelevation.” + 

Pub. wks., Mr ’39, p. 54, 1/3 col. + 

Roads & streets, Mr ’39, p. 42, 1/3 col. + 

Contractors & engineers mo., Mr 739, p. 30, 1/2 
col. + 
1127. Baudoux, P. L’antenne rayon- 
nante. Paris, Gauthier-Villars, 1938. 232 
p., 44 il. 40 fr. 

Elektrische nachrichten-tech., N ’38, p. 352, 2/3 
col. E. Meinel. + 

1128. Beard, D. Wisdom of the woods. 
Phila., Lippincott. 150 p., il. $2.50. 

Am. forests, Ja ’39, p. 42, 1/5 col. ‘Another of 
the Dan Beard Woodcraft Series, this book contains 
practical information and suggestions for the occa- 
sional camper and the more experienced out-door 
enthusiast.” + 


1129. Bechert, K.; Gerthsen, C. Atom- 
physik. 1. Allgemeine grundlagen. 149 p. 
2. Theorie des atombaus. 174 p. Berlin, 


W. de Gruyter, 1938. RM 1.62 ea. 
Chemiker-scit., Ja 21 ’39, p. 66, 1/4 col. X. + 


1130. Beitman, M. N. Radio servicing. 


Chicago, Supreme Publications. 

Radio news, Mr ’39, p. 30, 1/8 col. ‘Covers the 
requirements that the serviceman must know if he 
is to understand the many problems that confront 
the service of modern radio receivers. The lessons 
are not intended to cover the subjects in detail or 
at great length, but rather to cover the most common 
sources of trouble that are generally found in the 
every-day shop.” 

1131. Belcher, J. E.; Williams, G. Y. 
A course in qualitative analysis based on 
macro and semi-micro methods. Boston, 
Houghton Mifflin, 1938. 265 p., il. $2.40. 

Am. chem. soc.—Jl., Ja ’39, p. 218, 1/3 col. “A 
wire-bound book of letter-size pages, which combines 
theory, laboratory directions and notebook. 70 pages 
are occupied by a survey of Valence and Atomic 
Structure, Formulas, etc., Types of Reactions, Oxi- 
dation-Reduction, Electrode Potentials, Theory of Solu- 
tions, Ionization, Chemical Equilibrium, Application of 
Equilibrium to Qualitative Analysis, Colloids, Mathe- 
matical Operations. Part II (90 pp.) contains the re- 
actions of the cations and anions (including many of 
the less common reactions), directions for experiments 
illustrating them, and blank form pages for recording 
observations. Each characteristic test reaction is 
numbered for easy reference. Part III (88 pp.) 
gives the systematic scheme, essentially that of 
Fresenius, modified to a semi-micro basis, and using 
many of the newer reagents and confirmatory tests. . . 
Ingeniously designed flow sheets present the schemes 
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at a glance, and the blank form pages both here and 
in Part If show much careful thought and planning 
to achieve economy of space in making reports. 
A. D. Bliss. + 

Benade, W. Moore, schlamme, 
erden (Peloide), ihre naturgeschichte sowie 
ihre chemischen und physikalischen eigen- 
schaften und wirkungen. Dresden, T. 
Steinkopff, 1938. 

Angewandte chem., F 11 
Keppeler. + 

1133. Bennett, H. The chemical formu- 
lary, vol. 4. N. Y., Chemical Pub. Co., 
Inc., 1939. 638 p. $6. 

Am. gas jl., Mr ’39, p. 47, 2/3 col. ‘A condensed 
collection of new, valuable, timely, modern, practical 
formulae for making thousands of products in all 
fields of industry.” 

Brewers dig., Mr ’39, p. 38, 1/2 col. + 

Ceramic ind., Mr °39, p. 34, 1/3 col. + 

Bakers tech. dig., Mr ’39, p. 195, 1/2 col. + 

(See 1-20) 

1134. Betz, W. 
course. New ed. 


"39; ps. 147;. 1/2 col: -G. 


Algebra for today. 2nd 
N. Y., Ginn, 1938. 518 
p. $1.36. 


School sci. & math., Ja ’39, p. 95, 1/3 p. ‘Has 
written this second course with a minimum of as- 
sumptions regarding the number of principles which 
the pupil has retained from beginning algebra and 
the degree of his comprehension. The first part of 
such a text usually gives a review of the first year’s 
work, but in ‘Algebra for Today’ all subjects are 
developed fully and progress is very gradual. Motiv- 
ating discussions to stimulate interest in algebra are 
frequent. . . There is an unusually full treatment of 
logarithms and the slide rule.’ W. H. Carnahan. + 

(See 3-2160) 


1135. Bevan, T. The theory of ma- 
chines. London, Longmans, Green, 1939. 
549 p., diag. 16s. 


Brit. machine tool eng., F °39, p. 67, 1/2 col. 
“Had in mind the needs of the student who is pre- 
paring for a University degree in engineering or 
intends to sit for the membership examination of one 
of the Engineering Institutions, nevertheless many 
of the sections will appeal to the draughtsman and 
designer. Elementary mechanics have been cut down 
to the minimum, although certain fundamental prin- 
ciples have been emphasized and extended where 
desirable. . . Is largely based on lectures given at the 
Manchester College of Technology.”’ 


1136. Black, N. H. Laboratory experi- 


ments in elementary physics. London, 
Macmillan. 5s. 
Engl. mech., F 10 439, p. 335, 1/4 col. ‘Deals 


with the subject from a rather different angle from 
that usually met with in English textbooks, and it is 
for this reason that it is of refreshing interest, he- 
sides being of practical utility. The subjects covered 
include the Mechanics of Fluids, Forces and Motions, 
Heat, Magnetism and Electricity, Sound and Light.” 


School sci. & math., 
Porter. + 

1137. Boss, W.; Dent, J. G.; White, 
H. B. Mechanical training. 2nd ed. N. Y., 
Bruce Publ. Co. 273 p., il. $3. 

Agric. eng., N ’38, p. 512, 1/4 col. ‘An elementary 
text of instruction on the use of mechanical tools, 
with exercises for demonstrating fundamental princi- 
ples in mechanical work, also a reference for the 
practical mechanic, brought up to date as to ma- 
terials and methods developed since publication of 
the first edition in 1931. he subject matter, as 
divided by chapters, includes equipment, tool sharp- 
ening, soldering, cement work, rope work; belts, 
pulleys. and laces; electric wiring, leather work, 
pipe fitting, cold metal work, babbitting, forge work, 
auto and tractor engine jobs, woodworking; and 
painting, wood finishing, and glazing.” + 


ga. °39,. 9.92, 1/2 p. W. A. 
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1138. Brandt, K. The German fat plan 
and its economic setting. Stanford Univ. 
(Calif.), Food Res. Inst., 1938. 344 p. $3. 

Bakers tech. dig., F °39, p. 176, 2/3 col. “A 
well-written, informative study. The scope and_ sig- 
nificance of the work are much wider than a brief 
title can suggest. The first half not merely provides 
the essential background for discussion of the far- 
reaching fat plan of recent years; it also constitutes 
an illuminating treatise on the whole economy of fats 
and oils in Germany prior to the new regime, with 
special emphasis on the dairy industry, the oil-mill 
and margarine industries, ae the marketing system 
through to the consumer.” 

139. Bristow, F. G. 
commercial motor drivers. 
mercial Motor Users 
39 p. 4d. 

Automobile eng., F °39, p. 57, 1/5 col. “Ignorance 
is no legal defence against contravening many regu- 
lations which now affect the driving of commercial 
vehicles. All such drivers will find this pamphlet 
extremely useful. In it they will find included the 
various provisions that affect them extracted from the 
Road Traffic Acts, 1930-34, the Road and Rail 
Traffic Act, 1933, the Road Vehicle Lighting Regu- 
lations, 1936, ete.” + 

1140. The British journal photographic 
almanac, 1939. Ed. by A. J. Dalladay. 
London, H. Greenwood & Co. 740 p., il. 


A legal guide for 
London, Com- 
Assoc., Inc., 1938. 


6d. 
Electrician, F 17 °39, p. 209, 1/5 col. ‘‘Articles 
by Mr. E. Jefferies on Bird Photography with a 


Newtonian Telescope, by Mr. H. W. Greenwood on 
Photography in the Small Laboratory, and by the 
Editor, Mr. A. J. Dalladay, on Sensitivity by Inspira- 
tion, are among the special features of the 1939 
edition. The customary descriptions of new methods, 
processes and gadgets, reviews of new cameras, lenses 
and other apparatus, formulae, tables, and trade di- 
rectory, and the beautiful gravure section of 64 
notable photographs combine to make the new edition 
of this indispensable manual as welcome as ever to 
the photographer, amateur or professional.”’ + 

(See 3-1812) 

1141. Brit. standards institution. British 
standard chemical symbols and abbrevia- 


tions. London, Brit. Stand. Inst., 1938. 
(Publ. no. 813.) 35 p. 3s. 
Faraday soc.—Trans., F ’39, p. 380, 2/5 p. “List 


of Chemical Symbols and Abbreviations is based in 
part on the Report on Symbols for Thermodynamics 
and Physico-Chemical Quantities, which was _ issuec 
recently by a Joint Committee of the Chemical So- 
ciety, the Faraday Society and the Physical Society. 
It contains, however, a good deal which is not in 
that Report, and especially tables of abbreviations of 
a general character. It is very evident that great 
care has been taken in the choice of the symbols and 
abbreviations, and the recommendations merit the 
widest support that can be given.” H. J. E. + 


1142. Broad, C. D. Examination of Mc- 
laggart’s philosophy. V. 2, pt. 1. 514 p. 
V. 2, pt. 2. Pp. 515-796. Cambridge, Univ. 
Pr., 1938. 45s. 

Nature, O 8 738, p. 665, 1/2 col. ‘With the 
publication of these two parts of his ‘Examination’, 
the detailed exposition and criticism of ‘The Nature 
of Existence’ is brought to its completion with that 
touch of brilliant scholarship which characterizes the 
works of Prof. Broad.” 

1143. Bruce, G. H. 
istry. 2nd rev. ed. Yonkers (N. Y.), 
Wid. Bk. Co., 1938. 550 p. $1.68. 

School sci. & math., F °39, p. 195, 1/2 p. “A 
random sampling reveals some contradictory state- 
ments which lead only to confusion. . . The drawings 
are exceptionally clear and well labeled. Approxi- 
mately twice as much material is included as should 
he attempted by the average class in one year of 


High school chem- 
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work. An appendix contains tables of physical data. 
Indexed.”” D. Parker. — 

1144. Bryant, J. M.; Correll, J. A.; 
Johnson, E. W.  Alternating-current cir- 
cuits. 3rd ed. N. Y., McGraw. 522 p., il 
$4.50. 

Electrical wld., Mr 11 °39, p. 124 (766), 1/3 col. 
aa his, the third edition of ‘Alternating Current Cir- 
cuits,’ a text for an introductory course in the study 
of alternating-current circuits and transmission lines, 
embodies several changes over the second edition of 
1931. Use of the polar form of the vector in its 
application to mesh circuits has been extended. New 
material has been added treating mutual inductance 
and mesh circuits. Definitions have been changed 
and extended to conform with new standards of the 
A.1.E.E. Problems at the end of each chapter 
have been changed and many new problems added.’’+ 

(See 1-1440) 

1145. Bullens, D. kK. Steel and its heat 
treatment. V. 2. N. Y., Wiley. 491 p., 
tab., graphs, charts. $5. 

Steel, F 27 ’39, p. 43, 2/3 col. ‘Present revision 
treats all steels as related members of the same 
family and seeks to give a unified picture of steel 
and its heat treatment from a broad and _ practical 
point of view. Volume II deals with engineering 
and special purpose steels, both carbon and alloy. 
Tables, graphs and charts are plentifully used, a 
or, is appended to each chapter and an index 
is included. 

Product eng., Mr °39, p. 128, 1/2 col. + 

Amer. mach., Mr 22 ’39, p. 200, 1/2 col. + 

(See 4-278) 

1146. Bulloch, W. The history of bac- 
teriology. (Univ. of London, Heath‘ Clark 
lectures, 1936, delivered at London School 
of Hygiene & Tropical Medicine.) | Lon- 
don, N. Y., Toronto, Oxford Univ. Pr., 
1938. 422 p., 16 pl. -. 6d. 

Nature, O 29 ’38, p. 771, 1-2/3 p. ‘Since the 
appeararce of Léffler’s tnemenees and otherwise 
faulty ‘Lectures’ in 1887, students of the history of 
bacteriology have had no guide-book to this intriguing 
and complicated subject. They will all, therefore, 
welcome the present volume—written by the foremost 
living authority, who has lived through the heroic 
age and was personally acquainted with many of 
the heroes. Apparently nothing in it is given at 
second-hand: all its information is fearlessly and 
faithfully chronicled from original sources. It is 
scientific history in the best historical tradition— 
accurate, objective, and honest—and can therefore 
be copied with complete confidence. . . Nevertheless, 
this admirable book is not merely a paradise for 
poachers: it will also be used and trusted and ac- 
knowledged by every serious student who henceforth 
attempts to explore any of the same territory, and 
will undoubtedly remain an everlasting inspiration to 
all future workers.” C. Dobell. 

1147. Burris-Meyer, E. Historical color 
guide. N. Y., W. Helburn, Inc. 30 p. 

Chem. ind., Mr ’39, p. 272, 1/8 col. “A repre- 
sentative collection of traditional color schemes of 


value to all who use color commercially or artistically.” 


1148. Buyers’ guide of chemical indus- 
tries. New Haven (Conn.), The Haynes 
& George Co. $1. 

Can. chem. & process ind., F ’39, p. 98, 1/4 col. 
“Designed much after the plan of a metropolitan 
telephone directory, this annual gives in detail the 
means whereby chemicals and raw materials may be 
located in the United States. All major sources are 
quoted. The data are recorded under specific item 
names and again by States, etc. The section on 
specialties and the trade name directory keep many 
questions —— that most people find difficult 


to remember.” 
1149, Callow, A. B. Food and health. 


2nd ed. London, Oxford Univ. Pr., 1938. 
168 p. 5s. 

Analyst, F °39, p. 147, 2/3 p. “Certainly the 
volume to recommend to the general reader who 
wishes to get a simple and concise account of modern 
views on nutrition and human diet. . . Many of the 
tables which the book contains are of a very useful 
type. Thus for example, in addition to the conven- 
tional tables giving the composition of various foods, 
Mrs. Callow gives lists showing the amounts of 
certain foodstuffs which provide the daily require- 
ments for particular nutrients, such as the more 
important vitamins.” - Drummond. oa 

1150. Carnegie- Illinois steel corp. U. S. 
S. carilloy steels. Chicago, Carnegie-IIl. 
Steel Corp. 214 p., il. $1. 

Machinery, Mr °39, p. 540, 1/3 col. ‘May well 
be called a handbook on alloy steels. It contains a 
list of the elements entering into steel, their commer- 
cial uses, and their effect on the steel. A complete 
list of S A E alloy steels is included, giving analyses 
and commercial applications. Complete information 
is included on the hardening of steel, based on recent 
work performed at the laboratories of the Carnegie- 
Illinois Steel Corporation. . . Book is profusely illus- 
trated with charts. The important methods in steel- 
making practice are also illustrated by halftone 
engravings. 

Machine design, Mr ’39, p. 54, 1/3 col. + 

Pet. eng., F ’39, p. 153, 1/4 col. + 

Met. & alloys, Mr °39, p. MA 186, 1/2 col. 
H. W. Gillett. + 

1151. Castellani, Sir A. Climate and 
acclimatization: some notes and observa- 
tions. 2nd ed. London, J. Bale, Sons & 
Curnow, Ltd., 1938. 198 p., 4 pl. 10s. 

Nature, O 8 38, p. 663, 1/3 col. *‘This excellent 
little book, which is based on the eminent author’s 
prolonged experience of residence in various tropical 
climates, will prove of value not only to medical 
practitioners but also to missionaries, nurses and 
others who propose to take up work in the tropics. . . 
A classified international bibliography is appended.” 


1152. Clark, Le G. W.; Beattie, J.; 
Riddoch, G.; Dott, N. M The hypothala- 
mus; Morphological, functional, clinical and 
surgical aspects. (Henderson trust lectures, 
nos. 13-16.) Edinburgh, Oliver & Boyd, 
1938. 212 p., 100 fig. & diag. 12s. 6d. 

Nature, O 1 738, p. 595, 1/2 col. ‘Consists of an 
amplification of the Henderson Trust Lectures which 
were delivered in Edinburgh in October 1936 by the 
4 authors. . . Prof. . . Clark’s section gives a detailed 
account of the development and anatomy of the hypo- 
thalamus in mammals with a special section on man 
and smaller sections on reptiles, amphibians and 
fishes. Dr. Beattie discusses the physiological evi- 
dence which has led to the conclusions that the 
hypothalamus controls sleep, the pituitary and the 
reactions of the body to heat and cold, and that the 
anterior portion controls the parasympathetic system 
and the posterior portion the sympathetic system. 
Dr. George Riddoch discusses the pathology of the 
region and Mr. Norman Dott describes 4 cases in 
which he removed tumors. Ts attractively produced, 
with . . . an adequate bibliography.” 

1153. Coates, A. <A basis of opinion. 
London, Macmillan, 1938. 461 Pp. 16s. 

Nature, O 8 ’38, p. 656, 2/5 p. “Believes that 
the proper attitude of the philosopher should be that 
of the historian for whom the problem of appearance 
and reality, of subject and object, never arises in the 
form which this problem has taken in the philosoph- 
ical tradition. . . The working out of this point of 


view occupies the greater part of the book. It is 
extremely well done. Mr. Coates is emphatic that a 
philosophy is a personal point of view. He is, how- 
ever, more concerned to convert others than he is 
perhaps himself aware. The method of conversion is 
to induce acceptance of a common language. . 
Whether one agrees or not with his point of view, 
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it must be admitted that Mr. 


interesting 


Coates has written an 
book and has much that is important to 
say with regard to the relation of language and 
logic.” L. S. Stebbing. + 

1154. Colcord, J. C. 


N. Y., Russell Sage Found. 249 p. 85c. 

Nat. safety news, Mr °39, p. 191, 1/2 col. ‘J 
rapid survey of community problems particularly in 
the fields of health, education, safety and general 
welfare. Development is largely through a series of 
questions which serve as check-lists for the aims and 
accomplishments of the local community. A list of 
agencies from whom assistance may be obtained and 
an extensive bibliography are provided.” A. W. 
Herdman 

1155. Colliery manager’s pocket book, 
1939. 70th ed. London, Colliery Guard. 
Co.,, Ltd. 6s. 

Iron & coal trades rev., F 10 °39, p. 280, 1/4 
col. “All those facts and formulae which the colliery 
official may require are gathered together in con- 
venient and systematic form. Contains a review 
of mining progress during the last year and_ tables 
of statistics showing the output, export and con- 
sumption of coal, accidents to those employed in the 
trade, particulars of the machinery employed at 
mines, and various other figures. A special feature 
of the present edition is an extensive review, covering 
31 pages, of the new Coal Act, by Mr. David 
Bowen. . . Latter part of the book contains the names 
of Government and other officials connected with the 
mining industry and lists of the various institutes 
and other learned sccieties and trade associations.”” + 

(See 3-1472) 


1156. Colm, G.; Lehmann, F. 
consequences of recent 


Your community. 


Economic 
American tax pol- 


icy. N. Y., New School for Social Re- 
search. 108 p. $1. 
Chem. ind., Mr °39, p. 272, 1/8 col. ‘Facts and 


statistics with some immature 


or possibly premature 
deductions that would start 


debate. in 








warm any 
group. 

1157. Cotte, M. Recherches sur l’optique 
électronique. Paris, Masson et Cie. 73 p., 
° fg. 

Rev. gén. d. Vélec., N 5 °38, p. 558, 2/5 col. 
Cc. B. + 

1158. Couch, J. N. The genus Septo- 
basidium. Chapel Hill (N. C.), Univ. of 
N. C.. Pr., 1938. 480 p., il. $5. 

Botanical gaz., D ’38, p. 433, 1-1/4 p. “There 
are far fewer species of Septobasidium than of 
lichens, to be sure, and their distribution is more 


restricted, but they are both more abundant and more 
widespread in tropical and temperate regions than 
has generally been realized, and the relationship with 
the insect hosts is much more highly specialized than 
that between a lichen fungus and its associated alga. 
This relationship, first cautiously suggested by Von 
H6hnel and Litschauer in 1907, has been investigated 
by a limited number of students, among whom the 
author of the present volume has been outstanding. 
He has now embodied the results of these studies in 
a beautifully illustrated work which summarizes in 
completely adequate fashion all that has been learned 
up to the present time concerning these highly 
nificant forms. Of the 163 species, 5 varieties, and 
2 hybrids described, all but a very few are illus- 
trated, for the most part both by reproductions of 
photographs showing the habit and by figures of 
microscopic details.” G. W. Martin. + 


1159. Craib, W. G.  Florae Siamensis 
enumeratio: a list of the plants known 
from Siam, with records of their occurrence. 
V. 2, pt. 4: Vacciniaceae to Styraceae. Ed. 
by A. F. G. Kerr. Bangkok, Times Pr., 
Ltd.; London, Luzac & Co., 1938. Pp. 311- 


393. 7 tes. 12s. 10d. 
Nature, O 29 ’38, p. 


sig- 


776, 1/3 col. “Students of 
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Asiatic botany will welcome the appearance of Vol. 2 
Part 4, of this work. The ‘Enumeratio’ was com- 
menced in 1925 by the late Prof. G. W. Craib, and 
since his death Dr. A. F. G. Kerr has carried on 
the work. The present volume, which is arranged 
on the Bentham and Hooker system, contains the 
families Vacciniaceae to Styraceae. A glance at the 
names of the collectors and of the authors of new 
species shows how greatly we are indebted to Prof. 
Craib, Dr. Kerr and their co-workers for our knowl- 





edge of the flora of Siam.” + , 
1160. Cumberbatch, E. P. Essentials 
of medical electricity. 8th ed. London, 


H. Kimpton, 
12s. 

Brit. jl. of physical medicine, F °39, p. 64, 1 p. 
“From being a mere exposition of the elements of 
its subject, it has developed into a most exhaustive 
text-book. Devotes especial attention to the high- 


1939.. 528 p., 147 il, 15 pl. 


frequency current. The 134 pages form a 
complete and reliable resumé of their nature and 
action. Book is fully illustrated, is so carefully 


produced, and is so comprehensive, that it cannot fail 
to appear in many more editions, and thereby aid the 
student = poe the development of electrother- 
apy.” 

1161. ‘Gatien H. With the collab. of 
L. Eisenhardt. Meningiomas: Their classi- 
fication, regional behaviour, life history, 
and surgical end results. Springfield (IIl.), 
C. C. Thomas, 1938. 785 p., 685 il. $15. 

Am, jl. of roentgenology, F °39, p. 294, 1-3/4 col. 
“Have considered the tumors arising from the men- 
inges from every aspect. Aside from Chapter v, 
some twenty-five pages in length, devoted to the 
meningiomas and neurinomas of the spinal canal, of 
which the authors had experience with twenty-nine, 
the book is a discussion of the intracranial neoplasms. 
Their experience included 295 such cases. There is 
a thorough consideration of the pathology of these 
tumors in which all of the possible variations in the 
gross appearance and microscopic structure are <lis- 


cussed. here is an oe bibliography and a 
satisfactory index.”” P. C. Bucy. 

1162. Dahlfeld, C. Bilder fiir stereo- 
skopische iibungen zum gebrauch fiir 
schielende. Pt. 1. 14th ed. Stuttgart, F. 
Enke, 1938. 8 p., 32 tab. RM_ 5.80. 

Zeit. f. ophthalmologische optik, F 1 °39, p. 29, 
1/5 p. H. Erggelet. 


1163. Dahlstrand, Maintenance and 
inspection of steam-turbine generating units 
and auxiliaries (1938). Milwaukee, Allis- 
Chalmers Mfg. Co., 1938. 

Power, F ’39, p. 126 (120c), 1/5 col. “A paper 
presented before the Electrical Section of the Wis- 
consin Utilities Ass’n and deals with both the steam 
and electrical ends of turbine generators. Main- 
tenance cf each part of the unit from throttle vaive 
to exciter is considered.” 

1164. Darling, F. F. sird flocks and 
the breeding cycle: a contribution to the 
study of avian sociality. Cambridge Univ. 

1938. 124 p., 1 pl. 6s. 

Nature, O 1 738, p. 595, 1/3 col. “‘Spent about 
2 years on uninhabited Priest Island, off the north- 
west coast of Scotland. There he observed the breed- 
ing behaviour of the sea-birds, particularly of the 
lesser black-hacked and herring gulls. He reports on 
his observations in this book, and presents a shrewd 
conclusion which one feels may lead to the solution 
of many problems, such as the lack of elasticity or 
recuperative powers in the population of a_ species 
when its numbers fall below a certain level. . . An 
important contribution to the study of animal be- 
haviour, and a book which brings to the layman 
from the authority himself the result of his scientific 
oes D J. D. 

1165. Darwins, “Itd. High-temperature 
resisting alloys. Sheffield (Engl.), Dar- 
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wins, Ltd. 20 p. Free. 

Foundry trade jl., Mr 2 °39, p. 202, 1/2 col. 
“Ranks amongst the most intelligently compiled cata- 
logues which have passed through our hands. Whilst 
it is not devoid of showmanship, it does contain such 
a wealth of technical data that it immediately con- 
vinces the recipient that it emanates from a_ firm 
which has spent and is prepared to spend large 
amounts of money for research upon heat-resisting 
alloys.”?” + : 

1166. Defries, A. Purpose in design. 
London, Methuen. 238 p. 21s. 

Modern plastics, F ’39, p. 58, 1/4 col. ‘Based 
upon the International Exhibition of Arts and Tech- 
niques in Modern Life held in Paris, this book is 
intended for collectors, manufacturers, retailers, 
teachers, craftsmen and artists, and for the public 
whom these groups serve. Those manufacturers 
who recognize the fact that ours is a land of liberty 
and that people buy what pleases them most, will 
profit greatly by a study of design as applied to their 
te ey To them we _recommend this book as 
profitable reading.” E iL. 


ue a 
67. Dennison, H. S.; Flanders, R. E.; 
Filene, L.; Leeds, E. Toward full em- 
ployment. N. Y., McGraw. $2.50. 

Tron age, F 2 739, p. 90, 1-1/5 col. ‘Four promi- 
nent American business men, each disclaiming tech- 
nical training as an economist, have dared to pool 
their experience, their native common sense and 
their vision of the future in a joint attack on the 
most difficult question of present-day economics— 
unemployment. here is much food for thought, 
both for the business man and for the government 
official. The arguments are buttressed by consider- 
able statistical material in four appendices. The 
writing is clear, concise and essentially readable. The 
volume is a valuable contribution to present-day 
thought on our most vexing problem.” 

1168. Deschin, J. Making pictures with 
the — camera. N. Y., McGraw. 
204 p., il. $3. 

Am. forests, Ja 39, p. 42, 1/4 col. “Here in 
simple language, in short, convenient chapters, are 
the questions which trouble every beginner and, more 
important, the answers to them. A really useful book 
if you are about to become a miniature camera addict. 
If rt are already one, you can’t afford to pass it 
up.” 

1169. Dickinson, H. W. A short his- 
tory of the steam engine. London, Cam- 
bridge Univ. Pr., 1939. 255 p., il. 15s. 

Steam engineer, F ’39, p. 183, 1/2 col. ‘Has 
given us a survey of the steam prime mover from 
its earliest beginnings right up to the present-day 
super-turbine. The volume is not only of instructive 
reader interest to the layman and student; but is also 
one of fascination to the older generation of engineers, 
by covering old ground and thus reviving old memo- 
ries and at the same time enabling progress to be 
clearly seen in one volume.” + 

Marine eng. (Gr. Brit.), Mr ’39, p. > i te col. + 

Engineering, Mr ’39, p. 256, 2/3 col. 

1170. Directory of shipowners, ship- 
builders and marine engineers, 1939. 37th 
ed. comp. under dir. of ed. of Shipbuilding 
& ship. rec. London, Directory Publ. Co., 
Ltd., 1939. 860 p. 20s. 

Marine eng. (N. Y.), Mr °39, p. 138, 1/2 col. 
“Has been enlarged, and its scope extended to meet 
the changes in the shipping and shipbuilding indus- 
tries. The whole matter has been carefully revised, 
and includes the important changes which have oc- 
curred in shipping managements during the past 
year. On the shipping side the Directory gives in- 
formation as to the ownership of any specific vessel, 
who built the ship, who constructed the engines, 
and the year of its going into commission. . . The 
shipbuilding section gives details of the shipyards 
and marine engineering establishments, including out- 
put capacity and ship-repairing facilities. ... At the 
end is a list of consulting marine engineers and 
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naval architects and of societies, associations and 
federations connected with the industries. Govern- 
ment departments which deal with marine work 
and the classification societies of the world form 
separate sections.”” + 

Marine eng. (Gt. Brit.), Mr ’39, p. 81, 4/5 col. + 

Motor ship (Gt. Brit.), Mr °39, p. 491, 4/5 col. + 

1171. Dixon, J. L. The world of engi- 
neering. London, J. Te Ltd. 8s. 6d. 

Distribution of elec., F ’39, p. 202, 1/5 col. “Has 
not been written as a text ioe for those engaged in 
or studying to enter any of the engineering profes- 
sions but for the reading public who like to know 
something of engineering developments around them 
which affect them so much but who do not wish to 
make a deep and detailed study of them. The basic 
facts underlying modern engineering practice are 
presented in a readable form, details of too technical 
nature being avoided. The book embraces mechanical, 
civil and electrical engineering, and includes a chap- 
ter on television.” 

Civil eng. (London), F 39, p. 58, Be col. + 

Electrician, F 17 ’39, p. 209, 1/4 

Brit. machine tool eng., Ja-F 739, - i Poi col. + 

Steam eng., Mr '39, p. 247, 1/3 col. 


1172. Documenta pic renal V. 
1. Ed. by A. Juhasz-Schaffer. Paris, 
Masson & Cie., 1938. 482 p. 

Am, jl. of ophthalmology, Mr ’39, p. 318, 1-1/4 
col. ‘‘Purpose of these Documenta is to present mono- 
graphs on ocular subjects by outstanding workers 
in their particular fields. They attempt to condense 
the extant knowledge to date on the subject and to 
give their own opinions. Published as an_ inter- 
national project with editors in many countries, the 
first volume contains a variety of material, extremely 
well handled by eminent ophthalmologists. . . No at- 
tempt will be made to epitomize these articles, which 
are already condensations from a vast literature, one 
of them having 29 pages of bibliography. How suc- 
cessful the publication will prove in the United States 
is difficult to estimate because of the inability of the 
great majority of our ophthalmologists to read foreign 
languages. Only one of the seven articles is written 


in English.”” L. T. Post. + 
1173. Dowsett, H. M. Handbook of 


technicai instruction for wireless telegra- 
phists. 6th ed. London, Iliffe & Sons, 
Ltd. 618 p., il. 21s. 

Electrician, F 17 ’39, p. 209, 1/5 col. ‘This 
standard handbook has again been completely revised 
and the section dealing with marine receivers has 
been substantially enlarged. A special chapter is 
devoted to the short-medium wave telephone equip- 
ment used by fishing fleets and in general, sets of 
Marconi, Siemens, Radio Communication and British 
Wireless Marine, are described.”” + 

Radio news, Ap ’39, p. 36, 1/5 col. + 

Elec. rev., Mr 11 ’39, p. 359, 1/2 col. C. G. C. + 

1174. Drossbach, P. Elektrochemie ge- 
schmolzener salze. Berlin, Springer, 1938. 
144 p., 36 il. RM 12. 

Light metals res., F 4 ’39, p. 165, 1-1/4 p. “Does 
not attempt to deal specially with technical processes 
and the technical aspects of the electrolysis of molten 
salts. The first part of the book which occupies 96 
out of the 144 pages may be regarded as a general 
theoretical treatment of the subject. . . Second special 
part of the book gives the results ‘of the more im- 
portant laboratory experiments on the production of 
metals by fusion electrolysis, and in each case a 
short discussion.” B. 

Faraday soc.--Trans., Mr ’39, p. 144, 1/2 p. 
J. V. S. G. + 
_ 1175. Dunbar, Sir G. Other men’s 
lives: a study of primitive peoples. Lon- 
don, I. Nicholson & Watson, Ltd., 1938. 
355 p., 1 pl. 10s. 6d. 

Nature, O 8 ’38, p. 658, 2/3 col. “Aims at giving 
an account of the mode of life of a primitive people 
as it develops from the stage of the simple hunter 
and food-gatherer to that of the small farmer at the 
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point of transition from the use of stone to that of 
metal. . . Setting aside the question how far a modern 
so-called primitive people presents an exact analogy 
with a prehistoric stone age people, from which it is 
separated by a gap of thousands of years, Sir George 
Dunbar’s book appeals primarily to the non-technical 
reader, since neither his, account of the Tasmanians 
nor of the Indians of North America is other than a 
compilation. In the concluding section of the book, 
however, the author records the results of his experi- 
ence during some years of residence among a people 
in a stage of transition from stone to metal. If on 
this account alone, his book deserves the attention of 
the scientific anthropologist.”” + 

1176. Dunthorne, G. Flower and fruit 
prints of the eighteenth and early nine- 
teenth centuries, their history, makers and 
uses, with a catalogue raisoneé of the works 
in which they are found. London, Dulau 
& Co., Ltd. 21S Di. FO pl. £4. 4s. 

Gardeners’ chron., Ja 14 739, p. 26, 1-3/4 col. 

“The text, of infinite fascination and reference value 
though it is, forms only a part of his book. For 
there are seventy-eight pages of reproductions of the 
most outstanding plates chosen from the vast selec- 
tion which those great early artists have left us. Of 
these seventy-eight plates thirty-seven are in colour, 
and no one who is appreciative of fine craftsmanship 
and skilled mastery of colour can fail to be completely 
charmed with both the selection and the reproductions 
themselves. . . Whole work forms a _ notable and 
unique addition to botanical literature; it is a book 
that will appeal to the student of prints, the book- 
lover or the mere horticulturist with an appreciative 
taste for beautiful pictures. As a gift book among 
garden lovers it is supreme.” + 

1177. Edlund, S. W. & M. G._ Pick your 
job—and land it! N. Y., Prentice-Hall, 
1938. 300 p. $3. 

India rubber wld., F 1 °39, p. 82, 1/3 col. ‘The 
program for job-seekers, both the unemployed and 
those wanting better positions, set forth in this book 
has been successfully tested by the authors in their 
Man Marketing Clinic, operating under the auspices 
of the Sales Executives’ Club of New York. . . Spe- 
cific examples of methods that have resulted in success 
and those that have proved negative are cited. <A 
final chapter on job insurance urges the reader to 
plan his future, to be his own public relations man, 
and to be prepared to change his job if necessary 
or desirable.” + 

1178. Eliot, G. F. 
watch. N. Y., 
$70: p. $3. 

Chem. warfare bul., Ja ’39, p. 43, 1/2 p. “Even 
discounting the publisher’s enthusiastic endorsement, 
which appears on the dust cover, this book has much 
to recommend it to everyone interested in national 
security and in the measures necessary to see the 
United States safely through a very difficult era of 
world history. This is Major Eliot’s theme, and this 
reviewer knows of no current book that handles the 
subject more authentically. . . The author .. . col- 
laborated with Major R. E. Dupuy in ‘If War 
Comes’, published a year earlier. In the present vol- 
ume, he considers in more detail the technical fea- 
tures of an appropriate preparedness program for the 
United States. He proposes an integrated military 
and naval defense along lines generally sound, and 
in a manner that will interest all students of the 
subject.”” C. J. 

Military eng., Ja-F ’39, p. 78, 2 col. + 

1179. Elliott, F. F. Electrical and me- 
chanical model making. London, Univ. 
of London Pr. 48 p., il. 2s. 3d. 

Electrician, F 24 ’39, p. 251, 1/6 col. ‘Provides 
a progressive course of individual work in the con- 
struction of simple but instructive models which can 
be made with inexpensive equipment in craft or 
science workrooms. Full working diagrams and con- 
structional details are given, and the models have 
heen planned on practical lines to incorporate. the 


The ramparts we 
Reynal & Hitchcock, 1938. 


many tool operations and_ processes 
in the practical workroom. 


usually taught 
The detailed drawings 
and pictorial illustrations also provide useful ma- 
— for an elementary course in technical drawing.” 


* 1180, Ellis, Commodore R Permanent 
yacht moorings. y. Y., Motor Boating. 

Motor boating, Mr °39, p. 104, 1/4 col. “Is of 
pioneer character in 2 respects. It is the first com- 
prehensive study of the mooring question from the 
engineering point of view, treating the subject as a 
problem in applied mechanics and hydraulics. It is 
also a pioneer work in that it is one of the first 
real attempts by a yachtsman to prepare safety regu- 
lations instead of letting things drift until some gov- 
ernment agency prepares a set of regulations for 
the mercantile marine, wholly unsuitable for small 
pleasure craft.” 

1181. The engineer’s who’s who. M. E. 
Day, ed. 2nd ed. Dorking (Eng.), Day 
& Co., 1939. 735 p. 20s. 

Civil eng. (London), F °39, p. 58, 1/3 col. ‘Has 
been compiled with the co-operation of the leading 
professional institutions, contains the names of nearly 
7,000 British engineers, most of whom are engaged 
in work in the United Kingdom. Full and _ verified 
titles, addresses and appointments are given through- 
out, and in the majority of cases biographical details 
are added, the new edition containing about five 
times the number of biographies given in the first 
volume.” + 

Tron & coal trades rev., F 10 °39, p. 280, 1/5 
col. + 


Engineer, Mr ’39, p. 294, 1/4 col. + 
(See 3-695) 
1182. Ernle, Lord. From Whipping- 


ham to Westminster—the reminiscences of 
Lord Ernle. (Intro. by Lord Kennett.) 
London, J. Murray, 1938. 327 p. 18s. 
Min, of agric.—Jl., N °38, p. 861, 3/4 p. “The 
last testimony of a man full of years and experience, 
who after being successively lawyer, editor of a well- 
known journal, and agent-in-chief to the Duke of 
Bedford, drifted into Parliament in 1914 at the age 
of 63, to find himself two years later responsible 
for the Agricultural Department at the crisis of this 
country’s history. . . Apart from his service with the 
Board of Agriculture, Lord Ernle will probably be 
remembered by posterity as the author of ‘English 
Farming, Past and Present,’ which broke new ground 
and at once took the place which it has since re- 
tained as the standard work on English agricultural 
history. The story of Lord Ernle’s life, spent in 
close contact with the brilliant intellectual and social 
circles of his time, cannot fail to have an interest 
for a numerous class of readers. And yet, if it is 
fair to judge the book as a disclosure of Lord Ernle 
himself, it will probably be felt by many that the 
hook hardly conveys adequately that sense of charm 
to which those who knew Lord Ernle testify.”’ + - 


1183. Fabry, C., ed. Charles Fabry: 
Oeuvres choisies publiées a l'occasion de 
son jubilé scientifique. Paris, Gauthier- 
Villars, 1938. 689 p. 

Optical soc. of Am.—JI., F °39, p. 102, 3/4 p. 
“With the aid of contributions from certain national 
research funds, a volume prepared under Professor 
Fabry’s editorship, which brings together a_ selected 
list of his more important publications during his 
fifty years of activity as a scientist. ... Papers are 
arranged in seven sections as follows: 1. Interfer- 
ence and Its Applications. IT. Miscellaneous Prob- 
lems in Optics. IIT. Electricity. IV. Photometry 
and the Measurement of Radiation. V. Astrophysics 
and Geophysics. VI. General Papers. VIT. Complete 
list of publications (301 titles). Volume is des- 
tined to become one of the treasured classics in the 
literature of science for, as Sir William Bragg said 
in his congratulatory address on behalf of the Royal 
Society of Tondon, Professor Fabry’s researches are 
‘not only of the greatest value to students of pure 
science; they have had a profound effect over a much 
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wider field and have contributed in no small measure 
to national efficiency and prosperity.’”’ F. K. Richt- 
myer. + 

1184. Faust, J. F.; Biecher, G. R.  Ex- 
perimental units in biology. Harrisburg 
(Pa.), Stackpole Sons, 1938. 404 p., 14 il. 
diag. $1.60. 

School sci. & math., F °39, p. 196, 1/3 p. “An 
elaborate work guide, it is not a workbook in the 
sense that it provides blank spaces to fill in. The 
book is divided into sections called Experience Groups. 
Each experience group is divided into units. There 
is a total of 19 units. Each unit is given a time 
limit. Each unit is followed by an achievement item 
called Essentials to Have Derived from This Unit. 
This appears to be an outstanding item in the or- 
ganization of this book. . . Gives the impression that 
the vehicle used for student achievement is the pro- 
gressive ‘learn by doing principle.’ Plenty. of oppor- 
tunity is provided for student activity.” A. ; 
Zander. + 

1185. Fawcett, H. P. The nature of 
proof. N. Y., Teachers Coll. Bur. of 
Publ., 1938. 146 p. $1. 9. 

School sci. & math., Ja ’39, p. 94, 1/3 p. “This 
is the ‘Thirteenth Yearbook’ of the National Council 
of Teachers of Mathematics. Impressed by the many 
demands being made that demonstrative geometry ful- 
fil its avowed purpose of training pupils to think, 
Dr. Fawcett conducted an experimental class to try 
to determine whether this could be done in a better 
way than the conventional class in geometry. Pupils 
in his class had no text and no planned course. 
They actually built their own course in geometry. . . 
Book gives a full account of the experiment. It is 
one of the really significant books of the year for 
teachers of mathematics.’”” W. H. Carnahan. + 

1186. Fenton, C. L. Our amazing 
earth. N. Y., Doubleday, 1938. 346 p. 
$4.50. 

Sky, Mr °39, p. 11, 2-1/6 col. “As one reads 
Mr. Fenton’s book, the ‘poetry of earth’ becomes 
abundantly apparent, not from any poetic style of 
writing, for this is a straightforward scientific book, 
but from the very material itself, which is here so 
clearly presented and explained. . . I can think of 
few geology books so well suited to the average 
reader who has to struggle somewhat with lack of 
background.” + 

1187. Ferns, J. Meter engineering. 
3rd ed. London, Pitman. 347 p., 194 fig. 
12s. 6d. 

Electrician, F 10 ’39, p. 176, 1/3 col. ‘‘Additional 
matter relating to new types of instruments and new 
methods of measurement have been incorporated, and 
the requirements of the 1936 Act and of the Official 
Memoranda supplementary thereto have been admir- 
ably summarised in a new chapter. . . Book can be 
unreservedly recommended to meter testing assistants 
as a comprehensive and authoritative vade mecum.” 
. + We 

Elec. rev., Mr 10 °39, p. 359, 1/2 col. J. L. A. + 

(See 1-704) 

1188. Fiene, F.; Blumenthal, S. Hand- 
book of food manufacture. N. Y., Chem. 
Publ. Co., 1938. 603 p. $6. 

Bakers tech. dig., F 39, p. 175, 1 col. “A thor- 
ough, clear-cut work devoted to the many practical 
aspects of the food industry, should be of considerable 
value to anyone concerned with the manufacture or 
production of foods of almost any type. . . All formu- 
lae included in this book are being used or have been 
used on a large scale in this country and abroad. 
Some of these formulae have never been disclosed 
before. For the first time there is presented, in one 
book, grades and specifications of the numerous raw 
materials used in making the various types of food 
products.” + 


1189. Findlay, A. The phase rule and 
its i. 8th ed. rev. with assistance 
of A. N. Campbell. London, Longmans, 
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Green, 1938. 327 p. 12s. 6d. 

Metallurgist, F 24 °39, p. 15, 1 col. ‘General 
character of the book remains unchanged. There has 
been no need for fundamental revision, but obsolete 
data have been replaced by more recent information, 
the bibliographical references have been brought up 
to date and the importance of X-ray analysis in the 
investigation of the nature of solid phases has been 
emphasised by frequent examples of the successful 
application of X-ray technique to phase-rule problems. 

The metallurgical applications are, in fact, only 
br ‘iefly dealt with . . . but no book could serve the 
metallurgist better for the study of the principles 
of the phase rule, illustrated by a great variety of 
examples drawn from a wide range of sources. oe 

1190. Fitzmaurice, R. Principles of 
modern building: Vol. 1, Walls, partitions, 
and chimneys. London, H. M. Stat Off., 
1938. il. 10s. ; 

Am. ceramic soc.—Jl., F ’39, p. 51, 1/3 col. 
“Series inaugurated with this volume has been un- 
dertaken by the Department of Scientific and In- 
dustrial Research at the request of the Royal Inst. 
of British Architects and the Chartered Surveyors’ 
Inst. and represents the results of 17 years’ work 
in the Building Research Station. The intention has 
been to deal with broad principles rather than with 
practical instruction, i.e., with the functions of a 
building and with the structural elements of which 
it is composed, such as the causes and prevention 
of dampness, the avoidance of smoky chimneys, the 
insulation of a room from noise, and the retention of 
warmth. Brickwork, in all its aspects and qualities, 
is treated fully, especially from such standpoints as 
compressive strength, thermal expansion, immunity 
from damp and frost action, efflorescence, etc. The 
book is liberally illustrated with photographs, draw- 
ings, and graphs and contains a full list of references 
and appendices dealing with the Model By-Laws of 
the Ministry of Health and with British Standard 
Specifications applicable to walling.’ R. A. H. + 

1191. Flechtner, H-J. Die welt in der 
retorte. Eine modern chemie fiir jeder- 
mann. Berlin, Deutscher Vlg., 1938. 414 
p., 200 il, 16 tab. RM 7.80. 

Chemiker-seit., Ja 11 °39, p. 34, 1/3 col. + 

1192. Fortschritte der chemie organ- 
ischer naturstoffe. Eine sammlung von 
zusammenfassenden berichten. Under dir. 
of A. Butenandt, F. Kogl, W. N. Haworth, 
E. Spath, ed. by L. Zechmeister. vol. 1, 
ed. by H. Bredereck, H. v. Euler, I. M. 
Heilbron, T. P. Hilditch, O. Kratky, H. 
Mark, F. Schlenk, F. S. Spring, A. Stoll, 
E. Wiedemann, G. Zemplén. Vienna, J. 
Springer, 1938. 371 p., 41 il. RM 28. 

Angewandte chem., F 18 39, p. 163, 2/3 col. E. 

ane. 

1193. Four wheel drive auto co. Truck 
and trailer size and weight restrictions. 
Clintonville (Wis.), Four Wheel Drive 
Auto Co., 1939. Free. 

Wood prod., Ja °39, p. 28, 1/5 col. “A ready 
reference of authoritative information on the regu- 
lations covering the size and weight restrictions in 
each state of the Union. The book is offered without 
cost to any truck operator or official dealing with 
road laws, upon request.” + 

1194. Friend, J. N., ed. A text-book 
of inorganic chemistry. vol. 6, pt. 4: Ar- 
senic, by R. H. Vallance. London, C. 
Griffin & Co., Ltd., 1938. 351 p. 25s. 

Analyst, F °39, p. 148, 2/3 p. “This work—the 
fourth in Dr. Friend’s series—is a detailed and care- 
fully compiled moncgraph on the present state of our 
knowledge of arsenic. The arsenites and arsenates 
of the metallic elements are described in alphabetical 
order, a very convenient arrangement: and the 
amount of detail may be judged from the fact that 
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the metallic arsenates occupy 46 pages of print.” 
W. R. Schoeller. + 
(See 2-3024) , 
1195. Garbutt, P. E. A survey of rail- 
way development and practice. London, 
A. H. Stockwell, Ltd. 100 p. + 3s. 6d. 


Engineering, F 17 ’39, p. 204, 1/3 col. “A touch 
of admiration for the temerity that has applied this 
title to the world’s railways and dealt with them in 
just over 100 pages. Fortunately, the word ‘practice’ 
has a certain vagueness, but elimination could hardly 
go further. Having said this, it must be admitted 
that the author has contrived to include a wonderful 


amount of readable information in this little book, 
which should be very suitable for school or college 
use.”’ 

Gas & oil power, F ’39, p. 52, 1-1/4 col. ‘Volume 


is described as a historical sketch of the progress of 
railways throughout the world, of the general prin- 
ciples governing their administration, and of their 
attitude to current transport problems. It fulfils this 


purpose admirably.” 

1196. Geary, A.; Lowry, H. V.; 
Hayden, H. A. Mathematics for techni- 
cal students. Pt. 1. London, Longmans, 
Green. 4s. 

Engineering, F 17 ’39, p. 204, 2/5 col. “Tn this 


first part is presented a full year’s work in arith- 
metic, algebra, geometry, mensuration and _ trigo- 
nometry, the exposition of each being on lines well 
suited to the aptitudes of engineering students, whose 
interest in mathematics requires to be stimulated by 
explanations and examples which show its bearing 
on their work and its day-to-day problems. The 
authors have selected a large number of examples 
and exercises which should teach them how to express 
practical relationships in mathematical symbols and 
terms.” 

1197. Geitler, L. Chromosomenbau. (Pro- 
toplasma-mono.. v. 14.) Berlin, PBorn- 
traeger, 1938. 190 p., il. RM 15. 

Nature, O 8 738, p. 660, 1/4 col. ‘*This competent 
and up-to-date monograph on the morphology and 
behaviour of chromosomes provides an outline of the 
structure of the chromosome in plants and animals, 
based on recent work. . . A comprehensive bibliogra- 
why is given, while the illustrations are excellent.” 
F. W. S. 

1198. Georges, J. S.; Kinney, J. M. 
Introductory mathematical analysis. N. Y., 
Macmillan, 1938. 605 p. $3. 

School sci. & math., F ’39, p. 194, 1-1/4 p. 
indeed refreshing to find a text with some definite 
aim, which seems to have been written, not merely 
compiled from previous books. . . At first glance, the 
arrangement of material and the order of topics seem 
astounding. Solid analytical geometry is introduced 
before the study of the circle. Power functions, and 
even the treatment of maxima and minima by meth- 
ods of the calculus appear before the student en- 
counters in this text the quadratic formula. Volumes 
of solids of revolution, by the integral calculus, ap- 
pear before the analytic equation of the circle. The 
treatment of the slope of a curve appears before the 
study of the six trigonometric functions. It seems 
impossible, yet by a well chosen sequence of topics, 
these violations of traditional arrangement are not 
only made possible, but one wonders why such an 
gird treatment was not discovered before.”’ C. B. 
Read. 

1199. Gesell, A.; Thompson, H. 
psychology of ‘early growth. N. 
millan. 290 p., 30 il., 25 tab. 

Growth, N ’38, p. 283, 1/2 p. ‘Represents con- 
tinuation and elaboration of earlier work published 
in ‘The Mental Growth of the Preschool Child.’ It 
is based on 10 years of subsequent collaborative 
research; part of which has appeared in ‘An Atlas 
of Infant Behavior’ and ‘Infant Behavior; Its Gene- 
sis and Growth.’ The research is based on the belief 
that the growth processes which mold the body and 
the behavior of the human infant are essentially com- 
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parable with those which are being analyzed by ex- 
perimental embryology. The present approach is 
chiefly biometric and offers useful though unique 
methods of statistical analysis. Part 1 deals with 
methods and procedures; Part 2 with the norms of 
infant growth; and Part 3 with an analytical ap- 


praisal of the growth status. 


1200. 


” F. S. Hammett. + 
Giesserei- taschen- jahrbuch, 1939. 


3erlin, O. Elsner. 500 p. RM 3. 
Foundry trade jl., Mr 2 °39, p. 202, 1/4 col. 
“Contains, in addition to the standard contents, new 


sections dealing with blast regulation, sand handling 


and cylinder making. For the non- Siisoan foundry- 
man, the new sections include articles on economy 
in melting practice, progress in handling liquid 
metals, and magnesium castings. Is of real use 
to those who can read German.” + 

1201. Girkmann, K.; K6nigshofer, E. 
Die hochspannungs-freileitungen. Vienna, 
Springer. 504 p. 45 m. ; 

Electrician, F 10 ’39, p. 176, 1/2 col. ‘*A special- 


ist’s treatise on high-voltage overhead lines. 300k 
is in fcur sections: Construction and calculation of 
overhead lines, which occupies four-fifths of the 
whole; surveying—a very short part; erection of 
overhead lines; overhead lines in operation. Starting 
with mechanical calculations—possibly the most im- 
portant part of the book—the mathematics of the 
catenary is followed by examples of actual lines and 
of graphs for office use. Treatise can be thor- 
oughly recommended, more especially those parts in- 
volving a knowledge of mechanics.” §. Parker Smith. 


1202. Gmelins handbuch der anorgan- 


ischen chemie. 8th ed. System no. 63, 
ruthenium. Ed. by R. J. Meyer. Is. by 
Deutsche chemische gesellschaft. Berlin, 
Vig. Chemie, 1938. 124 p. RM 16.50. 


Am. chem. soc., D ’38, p. 3093, 1/3 col. ‘‘Consti- 
tutes the first installment of the complete Monograph 
on the platinum group metals, and subsequent install- 
ments will follow in rapid succession. Practically 
all the compounds of ruthenium, with their chemical 
elements are included in this volume.”’ A. B. Lamb.+ 


1203. Graf, D. W., comp. — Irrigation— 
A selected bibliography. Wash. (D. C.), 
U. S. Dept. of Agric. (Publ. no. 6017.) 
631 p. (mimeo.) 

Agric. eng., N ’38, p. 512, 1/5 col. 
on the subject are listed and briefly described in 
references classified according to the phases of the 
subject covered, including groupings at general arti- 


“Publications 


cles, bibliographies, specific crops, equipment and 
construction, irrigated lands, methods, geographic 
area interests, and many other aspects of the sub- 
ject.” + 


worker, 


NY, 


1204. Greenman, R. L. The 
the foreman and the Wagner Act. 
Harper. 137 p. $1.50. 

Factory, Mr °39, p. 142, 1/4 col. 
the foreman, supervisor, or department head, this 
book sets forth important rulings of the National 
Labor Relations Board that touch upon the foreman’s 
job, his rights and obligations, under the Wagner 
Act. The ‘do’s and don’ts’ for foremen, the tactics 
to be pursued in dealing with employees, especially 
on such questions as discharge, selection of employees. 
representatives and organizations, discrimination, and 
so forth, are dealt with.” 

Am. bus., Mr 739, p. 62, 3/4 col. + 

1205. Griffith, E.S. History of Ameri- 
can city government—The colonial period. 
N. Y., Oxford Univ. Pr., 1938. 464 p. $3.75. 

Am, city, S ’38, p. 119, 1/3 col. “Is the first of 
3 or 4 projected volumes to cover the history of city 
government in the United States—the first such his- 
tory, surprisingly enough, that has been written. 
This volume covers the colonial period in American 
history before the Revolution, when British influence 
determined the form of municipal government, and 


“Written for 
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distinctly American traditions had scarcely begun to 
develop. It is a study of the ‘political city,’ but is 
written with an awareness of economic and cultural 
influences and interactions.” + 

1206. Haddan, R. ‘Trade marks and 
their protection under the trade marks act, 
1938. London, Pitman, 1938. 128 p. 5s. 

Steam engineer, F ’39, p. 183, 1/4 col. ‘Author's 
justification for the writing of this book is the Trade 
Marks Act, 1938. Under this new Act many anoma- 
lies have disappeared but there still remain many 
difficulties, and the book aims to explain the new 
law and practice to trade-mark owners and others 
concerned.” + 

Marine engineer (London), F ’39, p. 44, 1/4 col.+ 

Brit. machine tool eng., Ja-F ’39, p. 60, 1/4 col. + 

English mechanics, F 24 ’39, p. 375, 1/4 col. + 

Automobile eng., Mr ’39, p. 100, 1/7 col. + 

Motor ship (Gt. Brit.), Mr ’39, p. 491, 1/4 col. + 

Royal aero. soc.—Jl., Mr ’39, p. 282, 1/3 p. + 

1207. Halcro-Johnston, J. The reverse 
notation: Introducing negative digits with 
twelve as base. Glasgow & London, 
Blackie & Son, Ltd., 1938. 74 p. 3s. 6d. 

Nature, O 29 ’38, p. 775, 3/4 col. “In this in- 
teresting book, the author explains a new notation 
which he has devised to remove the main defects of 
the Arabic notation. The two main characteristics of 
the system, called the reverse notation, are the intro- 
duction of negative digits and the adoption of 12 as 
the radix or base.” F. G. W. B. 

1208. Handy, W. C.  L’art des Iles 
Marquises. Paris, Edits. d’Art et d’His- 
toire, 1938. 56 p., 43 pl. 75 fr. 

Nature, O 8 738, p. 659, 1/2 col. “Mrs. Handy, 
who in 1920-21 accompanied her husband, Dr. Craig- 
hill Handy, on the Bayard Dominick expedition of 
the Bernice P. Bishop Museum of Honolulu to the 
Marquesas, there devoted herself to the study of the 
tattooing for which the islanders have always been 
noted. Her observation of this practice, highly im- 
portant both in its ritual and in its decorative as- 
pects, has afforded her an exceptional insight into 
the artistic activities and conceptions of the people, 
of which she here gives an admirable summary, while 
analysing the highly conventionalized designs into 
their component motives. . . In a brief comparative 
study, the author indicates her conclusions as to the 
relation of Marquesan art on one side to the archaic 
Maori art, with its divergent development owing to 
the technique of the chisel, and on the other to the 
art of ancient Peru, with which there are indications 
that there may be affinities.” + 

1209. Hanemann, H.; Schrader, A., 
comp. Atlas metallographicus. V. 2, pt. 
5 & 6. Berlin, Borntraeger. RM 18.25. 

Foundry trade jl., F 23 ’39, p. 170, 1-1/3 col. 
“Essentially a collection of micrograplis and macro- 
graphs. Vol. 1 of the Atlas dealt with the metallogra- 
phy of steels, and Vol. 2 with the metallography of 
cast iron. The two numbers received here are a 
further addition to Vol. 2. . . Text at the beginning 
of Part 5 deals with the correlation of the mechanical 
properties with the structure of grey cast iron. . . 
Besides being an excellent contribution to the cata- 
loguing and recording of the diverse structures found 
in cast irons, the whole collection forms an ideal for 
metallographic attainment. This work, without doubt, 
is the finest collection of micrographic data on 
ferrous metallography yet published, and the two new 
additions further emphasise this view.” 

(See 2-733) 

1210. Hansen, A. H. Full recovery or 
stagnation. N. Y., Norton. 350 p. $3.50. 

Chem. ind., Mr °’39, p. 272, 1/8 col. ‘Answers 
the pressing question of today with a thoughtful 
analysis of business cycles, monetary controls, p:ump- 
priming, etc.” 


1211. Hansen, F. Das jahrhundert der 
fotografie. 2nd enl. ed. Berlin-Lankwitz, 
F. Hansen. 96 p., 12 il. RM 2.40. 


Deutsche optische wochenschrift, F 12 ’39, p. 56, 
1/3 col. + 

1212. Haughton, J. L.; Prytherich, W. E. 
Magnesium and its alloys. lst Am. ed. 
N. Y., Chem. Publ. Co. 100 p. $1.50. 

Product engineering, F ’39, p. 84, 1/3 col. ‘‘Con- 
tains in a single volume, a digest of properties of 
magnesium and its alloys with emphasis on the re- 
sults of five years’ investigation on the subject by 
the Metallurgy Research Board of the Department of 
Scientific and Industrial Research, Great Britain. 
Chapters are included on sources of magnesium; 
melting and casting; rolling, forging, extrusion and 
heat-treatment; physical properties at normal and 
elevated temperatures; and constitution of various 
alloys of magnesium. A complete bibliography is in- 
cluded for reference.” 

Metal ind. (N. Y.), Mr ’39, p. 147, 1/3 col. + 

(See 3-379) 

1213. Haupt, A.W. An introduction to 
botany. N. Y., McGraw. $3. 

Horticulture, F 1 ’39, p. 58, 1/6 col. “Covers 
practically all phases of the subject and the relation- 
ships between them without becoming too deeply in- 
volved in any one particular phase. It is intended 
primarily for the college student, but is of particular 
value to anyone who would broaden his background.” 


+ 

1214. Hayes, G. M.; Leventhal, M. J. 
Plane trigonometry. Ist ed. N. Y., Globe 
Book Co., 1938. 248 p. $1.60. 

School sci. & math., Ja ’39, p. 95, 1/2 p. “A 
very much simplified trigonometry carefully written 
to insure understanding of every idea presented. . . 
The exercises are for the most part well within the 
abilities of students who elect trigonometry, but many 
lists have honor problems to challenge better students. 
There are many review lists of problems to insure 
that ideas once learned are not forgotten.” W. H 
Carnahan. + 

1215. Hedin, Sven. 50 jahre Deutsch- 
land. __ Leipzig, F. A. Brockhaus, 1938, 21 
il. RM 6. 

Chemiker-zeit., Ja 4 ’39, p. 16, 3/4 col. H. 
Stadlinger. + 

1216. Heffter, A.. Founder. Handbuch 
der experimentellen pharmakologie. vol. 7. 
ed. by W. Heubner & J. Schiiller. Ber- 
lin, J. Springer, 1938. RM 12.60. 

Angewandte chem., F 4 ’39, p. 127, 1/3 col. R. 
Berendes. 

(See 1-2288, 2-2629, 3-2685, 3-2686) 

1217. Heil, H. G.; Bennett, W. H. Fun- 

damental principles of physics. N. 
Prentice-Hall. 631 p., il. $5. 
_ Electrical wld., Mr 11 ’39, p. 124 (766), 1/3. col. 
ont emphasizes the mechanics and thermodynamics 
in keeping with the new professional registration re- 
quirements for engineers. Calculus is not introduced 
until the student has had an opportunity to catch up 
with differentiation in his simultaneous calculus 
course. Few words are wasted, so forthright and 
compact is the language of exposition.” + 

1218. Hellinckx, L. La pyrogénation 
du copal Congo. Brussels, G. van Camp- 
enhout, 1938. 

Angewandte chem., F 11 ’39, p. 148, 1/2 col. A. 
Greth. + 

1219. Henney, K. Color photography 
for the amateur. N. Y., McGraw, 1938. 
281 p. $3.50. 


Schoo! sci. & math., F ’39, p. 196, 1/3 p. “Has 
evidently made a_ serious study of both the theory 
and the technical details of all phases of color 
photography and has written a book to help amateurs 
save both time and money in mastery of this fascinat- 
ing hobby. | The book tells how to make transparen- 
cies, negatives and paper prints by all the various 
processes in commercial use. The apparatus and 
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supplies needed are listed and the processes de- 
scribed. Numerous cautions and common errors are 
given. The book presupposes a rather thorough knowl- 
edge of black-and-white photography but gives the 
color processes in minute detail.” G. W. W. 

1220. Hennies, K. Brauerhandbuch. 
3erlin, Vig. der Deutschen Arbeitsfront 
G.m.b.H., 1938. 230 p. RM 2.60. 

Brewers dig., F ’39, p. 44, 1/3 col. “Is intended 
to reach the hand of every brewer, brewer’s ap- 
prentice and those whose activities fall within the 
realm of the brewing industry as part of the educa- 
tional endeavors instigated recently in Germany in 
an effort to maintain the high standard of German 
craftsmanship and professional accomplishment. In 
line with this purpose, the work has been prepared 
in a simple non-technical language, describing in a 
concise manner the most important economic, tech- 
nical and chemical aspects of the brewery plant.”’ + 

221. Henseling, R. Sternbiichlein 1939. 
Stuttgart, Franckh., 1938. 100 p., maps. 
RM 1.50. 

Himmelswelt, Ja/F ’39, p. 36, 1/3 col. 
ai 

Sterne, F ’39, p. 47, 1/2 col. K. Walter. — 

(See 2-2250) 

1222. Hettwig, E.; Mai, W. _ Selbst- 
wahlfernverkehr in bahnfernsprechanlagen. 
Berlin, J. Springer, 1938. 170 p., 118 il. 
RM 12.60 

Elektrotechnik u. maschinenbau, D 25 738, p. 704, 
2/3 col. W. Nowotny. 

1223. Hevesy, G.; Paneth, F. A. A 
manual of radioactivity. 2nd ed. Tr. by 
R. W. Lawson. Oxford Univ. Pr. 322 p., 
54 fig., 56 tab. $5.50. 

Am. physics teacher, F ’39, p. 76, 1/3 col. “An 
English translation, brought up-to-date, of the revised 
and enlarged German edition of 1931. The treatment 
is modern and comprehensive, dealing not enly with 
the physical side of radioactivity but with its chemi- 
cal aspects and relations to bordering sciences. Ref- 
erences are given but are confined to treatises, review 
articles, and a few important individual papers.’’ + 

Faraday soc.—Trans., Ja ’39, p. 296, 1/2 p. R. R 
ee 


J. Larink. 


Am. ox 
Ss. C. Lind, 


1224. Hicks, G. D. Studies in the philo- 
sophy of mind and nature. London, Mac- 


millan, 1938. 346 p. 15s. 

Nature, O 8 ’38, p. 656, 3/4 p. “Critical realism. 
. . . Is ‘critical’ in the Kantian sense of that word... 
He has provided good grounds for the view that 
colours, sounds, temperatures, force, energy, strain, 
etc., are not mental constructs but are contained 
within Nature.” L. Stebbing. : 

1225. Hoar, R. S._ Patent tactics and 
law; what the industrial executive and en- 
gineer should know about patents. N. Y., 
Ronald Pr. 315 Po tab. $4.50. 

Factory, Mr ’39, 142, 1/4 col. “Revised edition 
of ‘Patents’ by «Rg same author. Presentation of 
patent tactics and an analysis and interpretation of 
a great part of the patent law for those executives 
and engineers who deal with patent attorneys.’ 

Am. machinist, Mr 22 39, p. 200, 4/5 col. ‘‘Vol- 
ume was compiled originally from notes drawn up by 
the author over a period of years to clarify certain 
patent principles for the engineers of the Bucyrus- 
Erie Company. The first edition, entitled ‘Patents,’ 
was, in fact, very nearly a collection of these notes. 
Now, after twelve years of use, the first edition has 
been thoroughly revised with illustrative cases added.” 


soc.—Jl., D ’38, p. 3093, 1/2 col. 


Foundation, Mr ’39, p. 14, 2/3 col. O. F. 
Barthel. + 

1226. Hobley, C. W. Bantu beliefs and 
magic: with particular reference to the 


Kikuyu and Kamba tribes of Kenya Col- 
ony; together with some reflections on East 
Africa after the war. New ed. London, 
H. F. & G. Witherby, Ltd., 1938. 368 p., 
11 pl. 15s. 

Nature, O 1 °38, p. 594, 1/2 p. “Study of Bantu 
beliefs and magic, dealing more specifically with the 
Kikuyu and Kamba peoples of Kenya, was first 
published in 1922. New edition is welcome, not 
only because it makes accessible once more a_ book 
essential for the student, but also because much 
water has passed under the bridge since its original 
appearance. Mr. Hobley can now compare present- 
day conditions with his diagnosis of the native situa- 
tion in the immediate post-War years. However 
much any reader may disagree with Mr. Hobley on 
specific points, he will have to admit that, as a 
whole, his survey is judicial in its attitude and in 
its outlook sane.” + 

1227. Hodge, C. L. The Tennessee 
Valley authority: A national experiment 
in regionalism. Wash. (D. C.), Am. Univ. 
Pr., 1938. 272 p. $3. 

Am. city, S ’38, p. 117, 1/3 col. ‘This critical 
and scholarly study analyzes the ‘nature, accomplish- 
ments, and failures of the regional work’ of the 
TVA from the point of view of its serving as a 
pattern for possible future regional authorities which 
may be established as a result of the present-day 
trend toward regionalism in America. Particular 
stress is laid on the wide cooperation of the TVA 
with local, state and Federal agencies, and lay or 
voluntary organizations; the Authority’s relations with 
some 239 of these, and the techniques and methods 
it uses to secure cooperation are described.” 

1228. Hofmann, K. A.; Hofmann, U. R. 
Anorganische chemie. 8th ed. Braun- 
schweig, Vieweg & Sohn, 1939. RM 22. 

Chemiker-zeit., Ja 14 °39, p. 46, 1/4 col. H. 
Stadlinger. + 

Angewandte chem., F 18 °39, p. 162, 1 col. R. 
Schwarz. + 

1229. Hogg, J. C. An introduction to 
chemistry. N. Y., Oxford Univ. Pr., 1938. 
365 p. 

School sci. & math., Ja ’39, p. 93, 1/3 p. “The 
author states ‘Introduction to Chemistry stresses the 
historical approach,’ and examination shows that the 
author accomplishes his goal. Numerous illustrations 
of the early chemists, alchemical laboratories and 
historical apparatus aid in the historical development. 

. Has completely broken from the usual text by 
omitting a study of the metals, atomic structure, 
periodic table, ionization and chemical equilibrium. . . 
Book merits the attention and thought of every 
‘dissatisfied’ chemistry teacher.” D. Parker. + 


Jl. of chem. educ., D ’38, p. 600, 1 col. H. D. F. 
Haub. + 

1230. Hoke, C. M. -% — 
metals. 2nd ed., rev. & enl. N. Y., Jewel- 


ers Tech. Advice Co. 60 p. $1. 

Metal ind. (N. Y.), F ’39, p. 95, 2/5 col. ‘For 
those interested in identifying, buying and selling of 
precious metals, is very clearly written and should 
he thoroughly understandable to the layman. . . The 
appendix includes terms and tables used in connection 
with precious metals, equipment used in_ testing 
precious metals and list of common alloys with 
their components.” + 

(See 1-1156) 

1231. Hoppe, F., ed. Elektroinstallation 
in der siedlung. Vorbilder und richtlinien 
fiir die klein-, gartner- und bauernsiedlung. 
Im auftrage des vereines deutscher in- 
genieure, mit unterstiitzung der stiftung zur 
forderung von bauforschungen und unter 
mitarbeit der Wirtschaftsgruppe elektrizi- 
tatsversorgung, der Arbeitsgemeinschaft 
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zur forderung der elektrowirtschaft. rev. 
ed. for Fachausschuss fiir haustechnik d. 
VDI. Berlin, VDI-Vlg., 1938. 58 p., 85 
il, 7 tab. RM 2. : 

Elektrotechnik u. maschinenbau, Ja 6 739, p. 23, 
2/3 col. E. Becker. + 

(See 1-1158) : range ’ 

1232. Hudson, R. G.  Engineer’s man- 
ual. 2nd ed. N. Y., Wiley, 1939. 340 p., 
236 il., tab. $2.75. 

Excavating eng., F 739, p. 120, 1/2 col. “Manual 
originated from the conception that the practising 
engineer would welcome a consolidation of the formu- 
las and constants which appear to be most useful 
in a systematic order and in a pocket size book. Each 
formula is preceded by physical quantities and definite 
units of measurement are indicated. The sequence 
of the formulas is based generally upon their order 
of derivation so that the understanding of a formula 
may be enlarged by inspection of the formulas which 
precede it.” ; 

Heat., pip. & air condit., F ’39, p. 116, 1/4 col. + 

Eng. news-rec., F 16 °39. p. 76, 1/3 col. + 

Can. eng., F 14 ’39, p. 18, 1/5 col. + 

Welding eng., F °39, p. 40, 1/4 col. + 

Machine design, Mr ’39, p. 54, 1/2 col. + 

Welding jl., Mr 739, p. 178, 1/2 col. + 

Elec. wld., Mr 11 °39, . 124, (766), 1/3 col. + 

Heat. & vent., Mr °39, p. 58, 2/5 col. + 

Product eng., ‘Mr 39, p. P28" 2/3 col. + 

Eng. & min. jl., Mr ’39, p. 80, 1/4 col. + 

Combustion, Mr 739, p. 41, 1/2 col. ++ 

1233. Hussman, A. Rechnerische ver- 
fahren zur harmonischen analyse und syn- 
these. Berlin, Springer, 1938. 28 p., 10 
tab. RM 9.60. 

Jl. of appl. mechanics, Mr ’39, p. A-45, 1/3 col. 
“Gives first a comprehensive discussion of various 
other methods of analysis, then goes into some detail 
on Runge’s procedure, and gives explicit tables for 
12, 24, 48, and 72 ordinates. With the latter 35 sine 
harmonics, 36 cosine harmonics, and the constant 
term of the Fourier series can be determined. The 
book is clearly written and the tables are easy to 
use.” + 

1234. Huybrechts, M. Chimie analyt- 
ique appliquée. Manuel a l’usage des étudi- 
ants. 2nd ed. Paris, Béranger. 363 p., 
114 fig. 

Rev. univ. d. mines, D ’38, p. 851, 3/4 col. + 

1235. Imus, H. A.; Rothney, J. M.; 
Bear, R. M. An evaluation of visual fac- 
tors in reading. Hanover (N. H.), Dart- 
mouth College, 1938. 144 p 

Am, jl. of ophthalmology, F ’39, p. 199, 1 col. 
“Is a preliminary report on an investigation to im- 
prove the reading ability of the student body of 
Dartmouth College. The study was begun in Janu- 
ary, 1936, on the freshman class, made up of 636 
boys of similar age and qualifications. The Dartmouth 
Eye Institute made eye examinations of the entire 
class and errors in refraction were corrected. The 
eye examination also included tilting-table tests for 
anisiekonia and measurements of ocular movements 
in reading with the Ophthalm-O-Graph. . . Study 
has been very comprehensive and should be of in- 
terest to ophthalmologists and educators. The group 
is being followed through the four years of college 
and additional information will follow.” 3 f 
Hildreth. + 


1236. Inchley’s theory of heat engines. 
4th ed. Ed. & rev. by H. W. Baker. Lon- 
don, Longmans, Green, 1939. 450 p. 14s. 

Motor ship (Gt. Brit.), F ’39, p. 432, 1/2 col. 
“An orthodox book on. the theory of heat engines for 
engineering students, but, like all such works con- 
ceived before the war, however much they may have 
been modified in revision, errs perhaps in giving too 
much space to steam machinery and too little to the 
internal combustion engine. Is extremely well 


written and the various processes of revision have 
ensured that not only is complete accuracy main- 
tained, but that, so far as possible, everything is 
eliminated that is not quite necessary from the point 
of view of the student.” 

Royal aero. soc.—Jl., F 39, p. 128, 1/2 p. + 

Automobile eng., Mr 739, p. 100, i/4 col. + 

Marine eng. (Gt. Brit.), Mr ’39, p. 81, 2/3 col. 

1237. Incorporated radio soc. of Gt. 
Brit. The amateur radio handbook. Lon- 
don, Inc. Radio Soc. of Gt. Brit. 300 p., il. 
2s. 6d. 

QST, Ja ’39, p. 92, 1 col. “ ‘For many years the 
British amateur was dependent almost entirely upon 
American publications, for detailed technical informa- 
tion concerning the more generalized aspects of his 
hobby.’ Now, the first British Amateur Radio Hand- 
book affords a comprehensive compilation of similar 
information as viewed through British eyes. . . A 
comprehensive handbook in a style which should be 
just to their liking, showing British methods of 
working with British products, and the R. S. G. B 
should find itself in a very short time with an out- 
standing success on its hands.” C. B. D. : 

1238. Inglis, C. C.; Joglekar, D. -V. 
Disposal of Poona sewage effluent. V. 1 & 
2. India, Govt. of Bombay. 5s. 6d. 

Civil eng. (London), F 739, p. 58, 1/2 col. “Re- 
port details how many of the difficulties in working 
this scheme have been overcome.’ 

1239. Inglis, C. C.; Joglekar, D. V. 
Silt control at heads of canals and dis- 
tributaries. India, Govt. of Bombay. 4s. 


Civil eng. (London), F °39, p. 58, 1/2 col. “De- 
tails are given of experimental work carried out at 
the hydraulic laboratory designed to reduce the 
amount of silt being drawn into irrigation canals. 
They were undertaken as a result of the loss of 
command of an important canal, the Mithrao Canal.’ 

1240. William Jacks & co., Itd. The 
iron and steel trades in 1938.—A _ special 


review. London, Wm. Jacks & Co., Ltd. 
Free. 

Foundry trade jl., F 9 ’39, p. 132, 1/3 col. “The 
review of the iron and steel trades is masterly; the 
angle from which it is written, being that of the 
merchant, makes it more than usually interesting as 
it necessarily brings into focus the fields of both 
manufacturer and consumer. . Contains a reprint 
from the ‘North-Eastern Gazette’ of an article on 
pig-iron, which is followed by notes on hematite; 
the steel trade; imports and exports; wages; and 
the scrap trade.” + 

1241. Jehl, F. 
cences. V. 2. 
Inst. 915 p., il. . 

Electrical wld., Mr 11 739, p. 124 (766), 1/2 col. 
“This second volume of Edisonia sustains the rever- 
ential regard established in the first for the Wizard 
of Menlo Park. New flavor is injected by Mr. Jehl’s 
pains to debunk some of the exaggerated anecdotes 
about Edison without, however, a bit of derogation. . . 
Will also be esteemed for the correlation it affords 
with the careers and scientific bents of the contempo- 
rary celebrities in that electrical era which laid the 
foundation of the marvelous electrical commonplaces 
of today, few not traceable directly or indirectly to 
Edison.” + 

(See 2-1914) 

1242, Jellinek, K.  Kurzes lehrbuch der 
physikalischen chemie. Heft 1. Deventer 
(Holland), A. E. Kluwer, Ltd., 1938. 314 p., 
il, tab. RM 8.50. 

Franklin inst.—Jl., F ’39, p. 289, 2/3 p. “Con- 
sists of five chapters” dealing with a division of the 
elements of the subject suited to those who have a 
ground-work in physics and chemistry. As an intro- 
duction, the fundamental principles of physical chem- 
istry are laid down in a careful manner with special 
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reference to the elements of thermodynamics. This 
is followed by treatments on the kinetic gas theory, 
the laws and theory with respect to pure substances, 
dilute gas mixtures and dilute solutions of non- 
electrolytes, concluding with mixtures of any con- 
centration and physical condition. . . Contains a clear 
but vigorous treatment of the subject within the 
limitations of the title. Other than a somewhat de- 
tailed table of contents there is no subject index. 
The use of the book is restricted to those having a 
fair knowledge of the German language.” 
Oppermann. + 

(See 1-770, 3-408) 

1243. Jones, F. R. 
and tractors. 2nd ed. 
Hill. 500 p. 21s. 

Engineering, F 24 ’39, p. 237, 1/5 col. ‘Should 
have appreciative users beyond the boundaries of the 
actual farm, for the author has obviously based his 
work broadly on current farming requirements and 
practice. It should thus be useful not only to the 
designer of agricultural machinery, but also to others 
who may wish to extrapolate the ideas to general 
cross-country or military usage. Many automobile 
engineers should profit by the study of the chapters 
dealing with air cleaners, cooling, repair and main- 
tenance.” 

4 es soc. of eng.—Bul., 
D. 

Dad pa, ys And so they in- 


dicted me. NY, Jones Publ. Corp. 253 


p. ‘ 

Chem. ind., Mr ’39, p. 272, 1/8 col. ‘The inde- 
pendent oil operator whose case versus S.E.C. is the 
background of this book, scathingly attacks the New 
Deal with some pretty heavy artillery of facts and 


figures.”’ 
1245. Julianelle, L. A. The etiology of 
N. Y., Commonwealth Fund, 


Farm gas engines 
London, McGraw- 


Mr 9 ’39, p. 4, 1/2 col. 


trachoma. 
1938. $3.25. 
Arch. of ophthalmology, F ’39, p. 397, 5/6 p. 
“Offers the first complete survey of the subject since 
the monograph of Axenfeld, which appeared in 1914. 
In view of the worldwide importance of the disease, 
this review should be welcomed not only by special 
investigators in the field but by ophthalmologists, 
public health workers and microbiologists in general. 
The extensive experience of the author has enabled 
him to analyze in a critical spirit the extensive 
literature which has now accumulated on the dis- 


ease.””’ P. Thygeson. + 
1246. Kaufman, G. L. The book of 
time. N. Y., J. Messner, Inc., 1938. 287 
p., pl. $3. 
Franklin inst.—Jl., F ’39, p. 289, 4/5 p. “Is 


divided into seven parts, arranged and written so 
as to present an informative story, readable and 
digestible to the intellectually curious. A basis is 
used of an alphabetical list of some varieties of time 
encountered in science, philosophy, and everyday 
life, as a preparation for elaboration later in the 
book. A part on time measurement discusses natural 
time, earth time and clock time, the calendar of 
today and the future, and standard time. The various 
phases of time are so interlocked and interwoven that 
in the remainder of the divisions of the book, free 
use is made of whatever phase fits in with the par- 
ticular discussion at hand. The reader of this 
book will certainly receive a stimulus to his imagina- 
tion. It raises innumerable questions; it certainly 
makes clear the dis-organization that exists in knowl- 
edge of the subject; and it reveals the vastness of 
the subject to be beyond present comprehension. A 
feeling is developed akin to that experienced when 
peering through a telescope into limitless space.” 


R. H. Oppermann. + 

1247. Keown, R. McA. Mechanism. 
4th ed. Rev. by V. M. Faires. N. 
McGraw. 282 p. $2.75. 

Machinery, F ’39, p. 448-H, 1/4 col. “Has been 
rewritten to cover new developments, and some new 
material has been added. The additional material 


” 
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mechanisms 


includes a chapter on accelerations in 
and discussions of non-circular rolling surfaces, 
block-and-tackle devices, the Gleason straight bevel 
teeth, the Geneva mechanism, and the universal joint. 
Many of the problems have been replaced with new 
ones.” 

Machine design, F ’39, p. 55, 1/3 col. + 

Product engineering, F ’39, p. 84, 1/2 col. + 


1248. Kern, W. F.; Bland, J. R. Solid 
mensuration. 2nd ed. N. Y., Wiley, 1938. 
172 p.. $2. 

School sci. & math., Ja ’39, p. 97, 1/2 “Gives 


a unique treatment of the theorems on ini. basing 
most of the analyses of these theorems on Cavalieri’s 
theorem. This method is very effective and readily 
understandable as it is presented here and makes the 
whole subject of ‘Solid Mensuration’ a more concise 
and comprehensive unit.” R. T. Campbell. + 

1249. King, J. Talking leaves. Cleve- 
land, Harter Publ. Co. 62 p., il. 20c. 

Am. forests, F ’39, p. 88, 1/4 col. “Outstanding 
among low priced books on trees is ‘Talking Leaves,’ 
whose excellent drawings and brief descriptions give 
at a glance the essential features of 59 American 
trees native to the eastern half of the United States.” 


1250. Knoéchel, E., ed. Fachworterbuch 
fiir die zuckerindustrie, Englisch-Deutsch, 
Deutsch-Englisch. Berlin, E. G. Mittler 
& Sohn, 1938. 224 p. RM 4. 

Angewandte chem., F 11 39, p. 
Bartsch, + 

(See 2-132) 

1251. Kélzow, H. Von der abwasser- 
beseitigung zur abwasserverwertung. (Ab- 
handlungen & berichte d. Deutschen muse- 
ums, 10 jahrg., hft. 2.) Berlin, VDI-Vlg., 
1938. RM _ .90. 

Angewandte chem., 
Stooff. + 
_ 1252. Konzo, S. Winter air condition- 
ing: Forced warm air heating. Colum- 
bus (O.), Nat. Warm Air Heat. & Air 
Conditioning Assoc. 532 p. $3. 

Fuel oil jl., Ja ’39, p. 44, 1/4 col. “A practical 
manual on forced-air heating and conditioning, useful 
to manufacturers, dealers, architects, and builders. . . 
It embodies, first, detailed results of the warm-air 
heating tests at the Research Residence on the Illinois 
campus, and second, a manual of design, construction, 
installation, and operation of forced-air systems in 
homes.” + 

Am. gas jl., F ’39, p. 41, 1 col. + 

Heat. & vent., F ’39, p. 47, 2/3 col. + 

1253. Kothny, E. Einwandfreier form- 
guss. 2nd ed. (Werkstattbiicher, hft. 30.) 
Berlin, J. Springer, 1938. 64 p., 82 il. RM 2 

Elektrotechnik u. maschinenbau, D 18 ’38, p. 692, 
1/4 col. J. Theimer. 

1254. Krezil, F. Aktive tonerde, ihre 
herstellung und anwendung. (Sammlung 
chemischer und chemisch-technischer vor- 
trage. Ed. by R. Plummerer. new ser., 
hft. 41.) Stuttgart, F. Enke, 1938. 274 p., 
25 il, 29 tab. RM 21.80. 

Chemiker-zeit., Ja 14 °39, p. 46, 1/3 col. M. + 

1255. Lake Superior iron ore association. 
Lake Superior iron ores. Ist ed., 1938. Ed. 
by M. D. Harbaugh. Cleveland, Lake 
Superior Iron Ore Assoc. 412 p. $5. 

Blast furnace & steel plant, F ’39, p. 205, 1/2 
col. “Containing comprehensive data on the iron 
mining industry and one of the most complete records 
of mines ever issued. Contains the history of the 
industry, geology, mineralogy, classification and 
sampling, grading, preparation for market require- 
ments, shipment and reduction, a directory of mines, 


148, 1/6 col. G. 


F 11 ’39, p. 147, 1/3 col. 
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double page maps of the ranges, a flow map in colors, 
and various other — and charts.”” + 


Steel, F 6 39, p. 2/3 col. “It is planned to 
revise and reissue Fog "book at intervals of about 
3 years.” 


Mining congress jl., F ’39, p. 83, 1 col. + 

1256. Langenbeck, W. Lehrbuch der 
organischen chemie. Dresden-Blasewitz 
(Germany), Steinkopff, 1938. 537 p., 5 
fig. RM 15. 

Am. chem. soc.—Jl., F ’39, p. 537, 2/3 col. ‘Is 
described by the author as a ‘Lernbuch’ rather than 
a reference book and is designed for study by chem- 
ists and students in biology, pharmacy and medicine 
who are genuinely interested in chemistry. The 
author has stressed the biochemical side of organic 
chemistry. . . Is remarkably up to date on the treat- 
ment of the biological aspects of organic chemistry. 
Such topics as the chemistry of vitamins A, Bi, Bz, 
C, Di and De, the sex hormones, the auxins and 
the enzymes are treated. Even the very recent syn- 
thesis of vitamin E is included. By contrast it seems 
surprising to the reviewer that the chapter on pro- 
teins does not contain a treatment of the essential 
amino acids, methionine and threonine. Except for 
the rather minor points mentioned, this book is an 
excellent treatment of organic chemistry and can be 
recommended for study to the classes of students for 
which the author has written it.” C. S. Marvel. + 


257. Langman, H. R._ Electrical dia- 
gram models. London, Technical Pr. 75 


p. 3s. 6d. 

Engl. mechanics, F 24 ’39, p. 378, 1/4 col. “‘Gives 
instructions on the making of working diagram models 
from fixed and rotating cardboard and other sheet 
material components, for illustrating electrical prin- 
ciples. It contains a concise statement of the prin- 
ciples underlying the action of dynamos, magnetos, 
electric motors, transformers, rectifiers, etc., and 
should be found useful to the lecturer and to the 
enterprising electrical student wishing to improve 
his knowledge.” + 

Electrician, F 24 ’39, p. 251, 1/3 col. “Describes 
the construction of a dozen models for illustrating 
various electrical phenomena such as the directions 
of flux and current in motors and _ generators.” 
E. O. T. + (How to make working diagram 
models.) 

1258. Lanza, A. J.; and others. Silicosis 
and asbestosis. N. Y., Oxford Univ. Pr., 
1938. 439 p., il. $4.25. 

Jl. of ind. hyg. & tox., F ’39, p. 56, 1 col. “Au- 
thors of this book are Lanza, Sayers, Pendergrass, 
Gloyne, Gardner, and Middleton. Each of them is 
well known for his work on the pneumoconioses and 
each contributes chapters to the present volume. . 
Pendergrass’ chapter, 132 pages, on roentgen-ray 
diagnoses is excellent and contains 34 unusually 
good illustrations, together with a bibliography which 
is discussed critically throughout. . . It is a pity 
that the publishers of so important and well written 
a book should have presented it with a poor index, 
without a name index at all, and with a very badly 
designed table of contents. In spite of these minor 
faults, the book is one of great interest and value 
to persons in industrial medicine.” P. Drinker. + — 

1259. Lazar, N. The importance of cer- 
tain concepts and laws of logic for the 
study and teaching of geometry. Menasha 
(Wis.), G. Banta Publ. Co., 1938. 66 p. 

School sci. & math., Ja ’39, p. 99, 1/2 p. ‘Points 
out the possible utilization of geometry as a medium 
for making the pupils conscious of the existence of 
logical patterns of valid and invalid reasoning in 
mathematics as well as in the thinking of everyday 
life. . . Should prove valuable to the college geometry 
student, the geometry teacher and to the prospective 
author of text books of geometry.” R. H. Jones. + 

1260. League of nations. Survey of 
national nutrition policies 1937/1938. 120 p. 





2s. 6d. 

Colliery guard., F 10 °39, p. 270, 1/3 col. “Opens 
with a chapter on the progress of the work of the 
League in regard to nutrition problems. . . A chapter 
on the most suitable methods of making nutrition 
surveys is followed by another which is of special 
interest, since it gives details regarding the surveys 
undertaken and the results obtained in various coun- 
tries. . . Is brought together in one small, readable 
volume a mass of facts collected from official sources 
in a large number of countries. It is not merely a 
work of reference but also a document in which even 
experts can learn what is being done in other coun- 
tries than their own.” 

1261. Lewis, L. The radio dictionary. 
Stamford (Conn.), The Dahls. 50c. 

Radio news, Mar ’39, p. 52, 1/5 col. “Deals with 
the terminology ‘and jargon of broadcasting and also 
contains a complete listing of broadcasting stations. 
The contents include a chapter on the dictionary of 
terms, studio language with message and gesture, 
directory of broadcasting stations in the United 
States and Canada.” 

1262. LGbering, J. Die anwendung der 
chemischen kinetik auf die erforschung der 
hochpolymeren. Leipzig, R. Noske. 75 p., 
11 il. RM 3.50. 

Angewandte chem., F 11 ’39, p. 146, 1/2 col. 
G. V. Schulz. + 

1263. McLaughlin, G. E. Growth of 
American manufacturing areas. Pittsburgh, 
Univ. of Pittsburgh, 1938. 358 p. $3. 

Am. city, S 738, p. 119, 1/3 col. ‘‘Material is 
grouped under two headings: Part 1, Measurement 
and Statistical Analysis; Part 2, Interpretation. 
Under Part 1, ‘Gainful Workers, 1830-1930,’ ‘Popu- 
lation, 1870-1930,’ ‘Manufacturing Wage Earners, 
1869-1935,’ and ‘Value Added by Manufacture, 1869- 
1935,’ are the subjects analyzed. Under Part 2 are 
3 sections dealing with ‘Reasons for Regional Differ- 
ences in the Rate of Industrial Growth,’ ‘Population 
and Industrial Production in the Pittsburgh District,’ 
and ‘The Position of the Pittsburgh District.’ ” 

1264. MacLean, A. The orifice 
meter. Pittsburgh, Pittsburg Equitable 
Meter Co. 146 p., il., diag., charts. $2. 

Am. gas jl., Mr ’39, p. 47, 1/2 col. “The theory 
and mathematics necessary to better understand the 
principles involved, together with equations and tables 
to accomplish the measurement of any normal gas or 
liquid, are included.” + 


1265. Madison, R. D., ed. Fan engi- 
neering. 4th ed. Buffalo (N. Y.), Buf- 
a. Forge Co., 1938. 739 p., tab., charts. 
4 


Factory, Mr 739, p. 142, 1/4 col. “Embracing air 
engineering in general, this book presents condensed 
information in handbook style. Part 1 deals with 
physics of air; Part 2, air conditioning and other 
fan applications; Part 3, fans and air conditioning 
apparatus. A new section on power equipment, fan 
details, and so forth has been included. Tables have 
been revised on the basis of new data.” 

Heat., pip. & air condit., Mr ’39, p. 130, 1/2 
col. + 
Heat. & vent., Mr 739, p. 58, 1/3 col. + 
1266. Major, G. F. Plane geometry. 
Ist ed. N. Y., Scribner, 1938. 280 p., 8 il. 

School sci. & math., Ja ’39, p. 98, 2/3 p. “The 
dominant purpose of this new geometry text is to 
develop clear thinking, transferable to mnon-mathe- 
matical situations. The author claims that this text- 
book does teach students to think; that seven year’s 
testing has proved it. The ‘laboratory method,’ some- 
times called the ‘learning by doing’ method, is used 
almost exclusively throughout the book. Stimulating 
questions and experiments lead the pupil to the 
formation and discovery of the theorems. Very few 
propositions are written out, as in the usual geometry 
text.” H. G. Ludlow. + 
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1267. Manufacture of pulp and paper. 
Vol. 5, 3rd ed. Ed. by J. N. Stephenson. 
N. Y., McGraw. 775 p. $6.50 

Paper tr. jl., F 16 39, p. 38, 1-1/4 col. ‘The 
section on papermaking machines embodies descrip- 
tions of new headbox designs, a new method of 
installing the wire, a new press part, a new electric 
drive, an additional chapter on insulating boards, 
and new designs of cylinder machines. Extensive 
changes have been made in the text on handmade 
papers (now a section by itself) and in papermaking 
details. The sections on coated papers and paper 
testing have been rewritten. . . There is also a 
detailed index of the volume covering some 17 pages, 
by means of which any important item can _ be 
quickly located.” + 

Chem. & met. eng., Mr 39, p. 171, 2/3 col. + 

(See 2-2712, 3-2773) if 

1268. Marshall, J. Ff. ‘The British mos- 
quitoes. London, Brit. Museum (Natural 
History), 1938. 341 p., 20 pl. 20s. 

Nature, O 29 ’38, p. 773, 3/4 p. “In 1920, the 
British Museum published a ‘Handbook of British 
Mosquitoes’ by Dr. Lang; it set up a new 
standard in its figures, attention to early stages and 
in other ways. That book has now been replaced 
by Mr. Marshall’s, which, though it owes much to its 
forerunner, is definitely a new book and in many 
ways an advance on extant works on mosquitoes. . . 
The book as a whole is remarkably up to date, even 
on matters about which many entomologists are not 
well informed, such as the relation of species of 
‘Anopheles’ to malaria and the physiology of mosqui- 
toes. The great majority of the figures are line 
drawings by Mr. Terzi, many of them having already 
appeared in the previous book. There are also some 
remarkably ‘successful photographs of adult mosqui- 
toes taken by the author and his assistant, Mr. 
Staley.” P. A. Buxton. + 

1269. Martindale, \V. H. The extra 
pharmacopoeia. vol. 2. London, The 
Pharmaceutical Pr., 1938. 1040 p. 22s. 6d. 

Analyst, F ’39, p. 145, 2 p. “These changes in 
medical practice have introduced new methods of 
technique in the application of new remedies, entirely 
fresh aids to the diagnosis of disease, and absolutely 
different biological factors which call for analytical 
control in ways undreamed of half a century ago. 
These are all recorded in this new Volume 2 of 
Martindale, and it is impossible to find any pub- 
lished work of significance which has not been 
abstracted and included in it.” C. E. Sage. + 

(See 2-2325) 

1270. Meldrum, W. B.; Flosdorf, E. W. 
Qualitative analysis of inorganic materials. 
N. Y., Am. Book Co., 1938. 230 p., il. $2.50. 

Am. chem. soc.—JI., Ja ’39, p. 218, 1/3 col. “Ts 
devoted to Fundamental principles, consisting largely 
of a good presentation of electrolytic dissociation, 
its numerous equilibria and many applications. . 
Section on Laboratory Work (pp. 87-202) contains 
first a list of 25-odd experiments, then 23 closely 
printed pages giving the reactions of the commoner 
cations and anions, the rest of the section containing 
the systematic analysis procedures for metals and 
acid radicals. . . Typographically speaking, some parts 
of the book are not attractive, especially the section 
on reactions of ions, which must have been a 
compositor’s and proof-reader’s nightmare.” + — 

Jl. of chem. educ., D ’38, p. 600, 3/4 col. R. K. 
McAlpine. 

1271. Merin, P. Conquest of the skies. 
J. Lane, 1938. 12s. 6d. 

Royal aero. soc.—Jl., F °39, p. 126, 1/4 p. “A 
translation from the German of the author’s ‘Erober- 
ung des Himmels.’ It is a history of the conquest 
of flight from the earliest times to the present day. 
The story is largely written in the form of a great 
flight through the ages by the reader in company 
with the author, who has collected an astonishing 
amount of information in a small compass. The 
story is most pleasantly told and as far as the 
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reviewer has been able to check it, accurate.” + 

Flight, Mr 9 ’39, p. 244d, 1/7 col. “The con- 
quest of the skies was, in truth, a sensational affair, 
but the sensational style of writing in which this 
author indulges is more suited to cheap journalism 
than to sober history.” a 

1272. Merrill, E. D.; Walker, E.H. <A 
bibliography of eastern Asiatic botany. 
Jamaica Plain (Mass.), Arnold Arboretum 
of Harvard Univ., 1938. 719 p. $12.50. 

Nature, O 1 ’38, p. 596, 1/2 col. ‘“‘Area covered 
comprises China, Japan, Formosa, Korea, Manchuria, 
Mongolia, Tibet, eastern and southern Siberia, and 
neighboring regions. The main body of the work 
consists of an alphabetical index of authors, under 
whose names the references are arranged chrono- 
logically. The scope of each reference is briefly 
summarized. In addition there are separate general, 
geographical and systematic indexes, and 3 appendixes 
on Oriental bibliography. The volume contains ref- 
erences up to and including 1936, and appears to be 
complete.”” + 

1273. Merton, R. K. Science, technol- 
ogy and society in seventeenth-century 
England. [Osiris IV (1938), Pt. 2.] 
Whole vol., $5. 

Popular astron., F ’39, p. 114, 1-1/4 p. “It was 
not, however, until the appearance of Dr. Merton's 
study that the broad sociological influence and foun- 
dations of seventeenth-century science were analyzed 
in detail. Specifically, the work considers the more 
significant among the ‘sociologically relevant aspects 
of certain phases of the development of science in 
seventcenth-century England’. The inadequacies 
imposed upon his study by time and space limitations 
are recognized and generally indicated by Dr. Merton. 
. . . So substantial are its foundations and so broad 
its scope, that it must be consulted by all readers 
who seek to understand either the seventeenth cen- 
tury or the rise and development of modern science.”’ 
G. McColley. + 

1274. Merz, .. Bewertung chemisch 
gefallter kreiden nach neuzeitlichen ge- 
sichtspunkten. [(Bd. 44, Technischen fort- 
schrittsberichte. Fortschritte d. chemischen 
technologie in einzeldarstellungen.)] Ed. 
by B. Rassow. Dresden, T. Steinkopff, 
1939. 49 p., 33 il., 6 tab. RM 6. 

Chemiker-zeit., Ja 18 ’39, p. 57, 1/3 col. x + 

1275. Meyer, H. Analyse und konsti- 
tutionsermittlung organischer verbindung- 
en. 6th ed. Vienna, J. Springer, 1938. 
886 p., 207 fig. RM 59.70. 

Am. chem. soc.—Jl., Ja_°39, p. 221, 4/5 col. 
“New edition of the first volume of Meyer’s ‘Lehr- 
buch der organisch-chemischen Methodik’ has been 
expanded by more than 150 pages to include the 
numerous new contributions in this field during the 
last 7 or 8 years. The text is concise and clear, and 
is supplemented by many figures illustrating apparatus 
of special design. Literature citations are very num- 
erous and have been carried to 1938. . . Volume is 
extremely useful as a reference work on all phases 
of organic analysis and is a most convenient and 
reliable source of information for general and spe- 
cific procedures. It is an excellent supplement to 
the current manuals of qualitative organic analysis 
and is a substantial aid to advanced students and 
research workers.” J. R. Johnson. + 

Chemiker-seit., Ja 11 739, p. 34, 1/2 col. + 

1276. Micheel, F. Chemie der zucker 
und polysaccharide. Leipzig, Akad. Vlgs- 
ges., 1939. 399 p., 76 tab. RM 28.40. 

Chemiker-zeit., Ja 21 ’39, p. 66, 1/2 col. df + 


1277. Miller, C. A. Interstate commerce 
commission law and procedure, cases and 
materials. Wash. (D. C.), Nat. Law Book 


Co. 620 p. $12. 
Railway age, F 18 °39, p. 314, 2/3 col. “Presents 
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the essentials of procedure in Interstate Commerce 
Commission cases and the background of its powers 
and principles in the language of the courts and the 
Commission itself through the method known to law 
students as the case method. . . Is especially valuable 
in that the author, who is general counsel of the 
American Short Line Railroad Association, has en- 
joyed wide experience with every type of I. C. C. 
and court case respecting railroad transportation. 

Beyond its functions as a mine of factual informa- 
tion, the volume is an excellent reference work for 
I. C. C. and legal decisions, and will be a valuable 
reference work for active practitioners before the 
Commission and for railroad officers generally.”” + 

1278. Millikan, R. A.; Gale, H. G.; 
Edwards, C. W. A manual of experi- 
ments, to accompany a first course in phys- 
ics for a Rev. ed. Boston, Ginn, 
1938. 221 p., tab. $1.10. 

Franklin inst. len F °39, p. 291, 1/2 p. “There 
are some two hundred whe eleven experiments which 
may be performed with laboratory apparatus of small 
cost. The .subjects generally deal with mechanics, 
heat, magnetism, electricity, light, and sound. There 
is an introduction given to every experiment to give 
aid in correlating the exercises with previous experi- 
ments, with the text, and with every day life. Gen- 
eral directions at the beginning explain the principles 
of errors of measurement and comparisons of pre- 
cision, curve plotting, the use of calipers and pro- 
cedure in the laboratory, such as the recording of 
observations and the writing of reports. The book 
can well be considered as a laboratory supplement 
to a modern physics text.” R. H. Oppermann. + 

(See 3-3475) 

1279. Milward, G. E. Business man’s 
guide to management. 6th annual ed. 
London, Management Library, 1938. 114 p. 
JS. 

Nature, O 8 °38, p. 664, 1/3 col. ‘“‘Sixth annual 
edition of the ‘Business Man’s Guide to Management’ 
covers all books published up to the end of 1937. In 
addition to the classified lists of books, with brief 
descriptive notes on their contents, a subject index, 


a publisher index, an author index and suggested - 


courses for reading, a numerical and page index is 
now included. Reference to the main divisions—gen- 
eral management, accounting, production, distribution, 
company secretary, psychology, industrial economics, 
public administration, and individual trades—is facili- 
tated by use of distinctive paper for each of these 
divisions.’ 


(See 1-2354) 


1280. Modern motor boat pr and 
plans. rev. ed. N. Y., Motor Boating. 
il. $3. 

Motor boating, Mr ’39, p. 94, 1/2 col. ‘Volume 
VIIT, Ideal Series, brings to the student of designs 
a new and up-to-date treatise on small boats. Some 
25 new designs for cruisers, runabouts and large 
auxiliaries have been included.” 

1281. Miiller, E. Chemie und patent- 
recht. 2nd_ ed. Berlin, Vlg. Chemie, 
G.m.b.H., 1938. RM 8. 

Angewandte chem., F 11 °39, p. 148, 1/4 col. 
Krannich. + 

1282. National assoc. of power engineers. 
Engineer’s I. Q. test. Chicago, Nat. As- 
soc. of Power Eng., 1938. 22 p. 10c. 

Power plant eng., F 739, p. 158, 1/6 col. “Based 
on the ‘true or false’ idea, this test gives 120 state- 
ments on engineering and scientific principles and 
facts by which the reader may test the accuracy of 
his knowledge. Correct answers and the reasons 
therefor are given at the back of the book. Tt gives 
an interesting exercise and test of one’s understand- 
ing of such matters and jis part of the educational 
program of N. A. P. E.” + 

1283. Nat. recreation assoc. The new 
play areas—Their design and equipment. 
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Ed. by G. D. Butler. N. Y., A. S. Barnes 
& Co., 1938. 242 p., il, diag. $3. 

Am. city, S ’38, p. 119, 1/3 col. “Is the second 
edition of the convenient volume, ‘Play Areas-—-Their 
Design and Equipment,’ published in 1928. It has 
been completely revised and enlarged to bring it up 
to date with the marked progress that has been made 
in the development of play areas during this ten-year 
period. . . Is primarily concerned with children’s play- 
ground, the neighborhood playfield, and the athletic 
field, to each of which a chapter is devoted. . . A 
book which, like its predecessor, will be most useful 
to landscape architects, city planners and anyone 
having to do with the planning of playground develop- 
ment and facilities or the purchasing of playground 
equipment. . . A comprehensive bibliography is in- 
cluded.” + 

1284. Nat. roadside council.  [lighway 
zoning. Wash. (D. C.), Am. Nature As- 


soc. 30 p. $1. (12 cop.) 

Am. city, S °38, p. 117, 1/3 col. “Outlines high- 
way zoning progress and lack of progress in various 
counties of California, following the adoption of the 
State Planning Act in 1929. It contains discussions 
of the problems and opposition encountered and 
results achieved in the restriction of business and 
control of architecture of buildings along highways, 
in the prohibition of billboards and removal of those 
already standing, and in the location and design of 
highways.” ? 

1285. Nat. safety council, inc. Enforce- 
ment for traffic safety. Chicago, Nat. 
Safety Counc., Inc. 47 p 

Am. city, S ’38, p. 117, Pe col. “The third of 
3 handbooks dealing with 3 coordinate functions in 
traffic administration—engineering, education, en- 
forcement. It sets forth the requirements of good 
traffic-law enforcement, and presents in_ practical 
and convenient form the most efficient and effective 
ways of eliminating traffic accidents.” 

1286. Neschkes, R. Das deutsche treib- 
stoffproblem unter besonderer beriicksich- 
tigung A ag elektrizitat. Wirzburg-Au- 
mithle, K. Tritsch, 1938. 76 p. RM 

Elektrotechnik ut. maschinenban, D 18 °38, p. 692, 
1/4 col. Horwaititsch. 

1287. New York belting & packing co. 
Rubber hose data book. Passaic (N. J.), 
N. Y. Belting & Packing Co. tab. 

Contractors & engineers mo., F 739, p. 9, 1/4 col. 
“A compact volume containing valuable information 
on the selection, care and use of rubber hose for all 
types of service. Gives suggestions for increasing 
the service life of hose: describes and illustrates the 
principal types of hose construction; and contains 
tables of recommended working pressures, including 
a frictional pressure drop and flow chart.” + 


1288. Newton, A. E. Mathematics: 
General course. Boston, Ginn, 1938. 462 
p., il, tab. $1.36. 

School sci. & math., Ja ’39, p. 97, 1/2 p. “In 
respect to the algebra, geometry, and trigonometry 
no great departure has been made, other than more 
demonstrative geometry is given than is often the 
case. Adequate tables are included in the appendix 
of the book. More important than the subject matter 
itself is its treatment. The text clearly proves that 
the author is thoroughly familiar with what are con- 
sidered to be sound pedagogical principles. . . The 
illustrations, though not too numerous, are well 
chosen with respect to their appeal and instructional 
value to the high school boy and girl. Also the 
various levels of ability of these pupils have been 
taken into consideration by the provision, not only 
of optional topics, but of many graded problems and 
exercises.” L. C. Neimann. 


1289. Nockolds, H. The magic of a 
name. London, G. T. Foulis & Co., Ltd., 
1938. 225 p. 15s. 

Automobile eng., F °39, p. 57, 1/3 col. “Not the 
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first book to be written round the firm of Rolls-Royce 
or Sir Frederick Royce. Unfortunately, it resembles 
the others in being based entirely on second-hand 
information, and includes the usual long list of ac- 
knowledgments to various members of the staff of 
the firm. Prepared in this way a book is bound to 
be lacking in intimacy and vitality. This remoteness 
and unreality is accentuated by the author’s efforts 
to give the book that degree of dignity which he 
accords the car itself. As a result, the text appears 
a trifle stilted and pompous. Apart from this, how- 
ever, the history of the firm from its earliest begin- 
nings down to the present day is faithfully recorded.” 


— + 

1290. Nolting, O. F.; Oppermann, P. 
The parking problem in central business 
districts. Chicago, Pub. Admin. Serv. 30 
p., tab., charts. $1. 

Nat. safety news, F ’39, p. 54, 2/3 col. ‘Outlines 
the extent to which cities are providing public off- 
street auto parking areas, establishment of privately- 
owned parking lots, municipal regulation of such 
parking lots, etc. The report gives data on the 
capacity, operating cost, and other information on 
city-owned parking lots in 33 cities. Will be 
valuable to all municipal administrators, to public 
officials directly concerned with traffic problems, to 
business groups interested in stabilizing downtown 
property values, and to the general public who think 
that ‘something should be done about the parking 
problem.’ ” 

1291. Nonnenbruch, F. 
und geist. Munich, 
1939. 327 p. RM 5.40. 

Arch. f. warmewirtschaft, F ’39, p. 16, 1/4 col. + 

1292. Norris, J. F.; Young, R. 
textbook of inorganic chemistry for col- 
leges. 2nd ed. London, McGraw, 1938. 


761 p. 2i1s. 

Chem. trade jl., F 17 ’39, p. 160, 1/2 col. ‘First 
published in 1921 when Prof. Norris was the sole 
author, the work under note comprises a fundamental 
course of instruction in inorganic chemistry, and has 
been successfully designed with the object of pre- 
senting as few stumbling blocks as possible to the 
student reading without the aid of a tutor. . . Work 
affords every evidence of complete revision, deuterium 
oxide and the part that investigations on the re- 
placement of hydrogen by chemical structure, being 
fully represented. An unusual feature in a work of 
this type is a 48-paged chapter on the chemistry of 
carbon compounds, the main object of this chapter 
being to emphasise the characteristics of the carbon 
atom which make possible the formation of so many 
classes of compounds.” -++ 

1293. N. Carolina. Dept. of con. & dev. 
Div. of com. & ind. North Carolina in- 
dustrial directory and reference book. 
Raleigh (N. C.), Dept. of Conservation & 
Development. 932 p. $7.50. 

Factory, Mr ’39, p. 144, 1/4 col. “State-wide and 
county-wide lists of manufacturers classified accord- 
ing to types of industries; also, a list of industries 
and commercial houses by towns and cities, and sta- 
tistical data and summaries for counties and the 
State.” 

1294. Oakes, L., comp. (Assisted by T. 
B. Davie.) A pocket medical dictionary. 
3rd ed. Edinburgh, E. & S. Livingstone, 
1938. 397 p. 3s. 

Nature, O 8 ’38, p. 663, 1/4 col. “First edition 
of this useful and handy little work appeared in 1933. 
It has now been brought up to date by the inclusion 
of a large number of new words and 120 fresh 
illustrations. A considerable amount of heterogeneous 
information has been appended, such as notes on 
infant feeding, poisons and their antidotes, methods 
for working out doses, eminent medical men and 
gas warfare protection.” + 


1295. Ohm, G. S.; Fechner, G. T. Das 


Politik, technik 
Hoheneichen-Vlg., 
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grundgesetz des elektrischen stromes. Ed. 
by C. Piel. (Ostwalds klassiker der exak- 
ten naturwissenschaften, no. 244.) _Leip- 
zig, Akademische Verlagsgesellschaft. 45 
p. 2 il. RM 3.60. 

Hochfrequenz-technik, J ’39, p. 40, 1/2 col. J. 
Zenneck. + 

1296. Oklahoma. Planning & resources 
bd. A report on public works planning. 
“eo City, seen & Resources Bd. 54 

. (photo offset), charts, maps. 

* Am. city, S 738, 4 a 1/3 col. ‘Deals not only 
with problems. of subile works planning in Oklahoma, 
but presents in interesting and graphic fashion gen- 
eral principles and essentials of public works plan- 
ning anywhere. Besides charts and maps, one of 
the effective features which the report uses to bring 
home its points is photographs showing concrete ex- 
amples of good and bad planning.” + 

1297. Oppenheimer, C. Die fermente 
und ihre wirkungen. Supplement, Liefer- 
ungen 9-10. (Bd. II. Specieller Teil; 
Haupt-Teil XVII-XX.) The Hague, W. 
Junk Vig., 1938. Lief. 9, 159 p. 10 FI. 
Lief. 10, 159 p., 4 fig. 10 FI 

Am. chem. soc.—Jl., F ’39, p. 538, 1/2 col. “First 
fifty pages of Part 9 are a continuation from Part 8 
of a review of the more recent literature up to the 
early part of 1938, on biological oxidation. The re- 
mainder as well as Part 10 deals directly and in- 
directly with the same subject. Fermentation, carbo- 
hydrate breakdown, various theories which have 
been put forth to correlate the large mass of experi- 
mental data which has accumulated in the past few 
years, are given and discussed. Considerable space, 
especially in Part 10, is devoted to discussions of 
numerous enzymes, zymases, mutases, coenzymes, 
phosphorylases, dehydrogenases, respiratory carriers, 
oxidases, etc.” J. M. Nelson. + 

(See 1-1264, 3-1288) 

_ 1298. Orwin, C. S. & C.S. The open 
fields. Oxford, Clarendon Pr., 1938. 332 
p., 29 pl. 21s. 

Nature, O 8 ’38, p. 646, 1 p. “‘Have rendered 
splendid service to ‘all interested in the history of 
the countryside by drawing up a full and detailed 
account of the working of the system in the ancient 
Nottinghamshire village of Laxton, of which, fortu- 
nately, unusually full records have been preserved 
and where, indeed, part of the system still survives. 
Their book thus becomes valuable source material; 
and the copious extracts from the old documents, 
and a complete transcription of the ‘Booke of Sur- 
vaye’ of 1635, give it unusual value for those who 
wish to acquire more than the usual sketchy knowl- 
edge of the subject.” E. J. Russell. + 

1299. Pabst, F.; Vieweg, R. Kunst- 
stoffe. Berlin, VDI-Vig., 1938. 92 p., 51 
il. RM 3. 

Gas- u. wasserfach, Ja 28 °39, p. 62, 1/3 col. 
Clodius. + 

(See 3-2014) 

_ 1300. Palmer, H. Investment salvage 
in railroad reorganizations. Y., Har- 
per. 136 p. A 

_ Railway age, Mr 4 ’39, p. 388, 1/2 col. “That 
investment in the first-lien bonds of bankrupt rail- 
roads may prove to be a gainful procedure, if care 
is devoted to the job, is the thesis. . . Book is es- 
pecially valuable in its analysis of fundamental 
values, in its interpretation of rights and procedures 
under Section 77 and in the citation of illustrative 
instances in actual reorganizations wherein individual 
small investors ‘salvaged’ to their advantage.” + 


1301. Pelshenke, P. Untersuchungs- 
methoden fiir brotgetreide, meh! und brot. 
oo M. Schaefer, 1938. 288 p., 39 tab. 
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Bakers tech. dig., F ’39, p. 175, 1 col. ‘‘Fulfills 

3 general purposes. It offers the beginning student 
of cereal chemistry a survey of the analytical methods 
and procedures of this special field. To the expert 
it will prove a useful reference work for problems of 
procedure, and for methods that do not find frequent 
application. Finally, it is a valuable contribution to 
endeavors aiming at a standardization of methods. 
All references to the original literature have been 
omitted for reasons of clarity and economy. There 
are included, however, 39 very useful tables, as well 
as the indices for authors and subjects.” + 

1302. Perazich, G.; Schimmel, H1.; Rosen- 
berg, B. Industrial instruments and 
changing technology. Wash. (D. C.), 
U. S. Works Progress Adm. (Rep. no. 
M-1) 

Automotive ind., F 11 ’39, p. 152, 1 col. ‘‘While 
the functions of industrial instruments of various 
kinds are described and the growth of their use is 
traced, principal emphasis is laid on the economic 
effects of their use. Is divided into 4 sections. 
The Role of Instruments in Industry, Instrumenta- 
tion in Industry, Industrial Instrument Sales and 
The Economic Effects of Instrumentation in Indus- 
try. To this is added an appendix. . . Principles of 
Operation of Instruments, Adjusted Census Data, 
Industrial Instrument Sample, Sales of Laboratory 
Instruments, Value of Production of Industrial Ma- 
chinery, Sales of Industrial Instruments, and Dis- 
tribution of Instrument Sales by Function. The book 
should prove of interest to production executives.” + 

1303. Peters, G. Kampstoff- und luft- 
schutz-chemie fiir jedermann. Stuttgart, 

Enke, 1939. 85 p., 23 il. RM 1.80. 

Gas- u. wasserfach, Ja 28 ’39, p. 63, 1/4 col. 

Knauss. + 


1304. The pharmaceutical pocket book. 
13th ed. (Publ. under dir. of Pharma- 
ceutical soc. of Gt. Brit.). London, The 
Pharmaceutical Pr., 1938. 370 p. 5s. 

Analyst, F 739, p. 151, 1 p. “Though in the 
preface it is stated that the reader is assumed to 
possess the British Pharmacopoeia, 1932, and the 
British Pharmaceutical Codex, 1934, much of the 
matter contained in those 2 books is here reproduced 
in tabular form, and is thus very convenient for 
reference. . . There is also a very full summary of 
the Pharmacy and Poisons Act, 1933, together with 
the Poiscns Rules, 1935, as amended by the Poisons 
(Amendment) Rules, 1937, followed by a chapter 
on poisons, their symptoms and antidotes. Whilst 
of course intended primarily for the pharmacist, the 
book eontains much of direct interest to the analyst, 
including as it does sections on milk and miik prod- 
ucts food and diet, the vitamins, water analysis, the 
analysis of blood. of gastric contents, and of urine 
and urinary calculi, followed by notes on bacteriology 
and a useful bacteriological chart. Other sections 
deal with the endocrine organs, the making of a 
herbarium, and the removal of various stains from 
cloth or the skin, and the work concludes with a 
Dictionary of Synonyms, covering 78 pages.” W. H. 
Simmons. + 


1305. Pickett, H. An analysis of proofs 
and solutions of exercises used in plane 
geometry tests. (Publ. with approval of 
W. D. Reeve.) (Contrib. to educ. no. 747.) 
N. Y., Teachers Coll. Bur. of Publ., 1938. 
120 p. $1.60. 

School sci. & math., F ’°39, p. 194, 1/2 p. “Is 
the outcome of a study in which proofs and solutions 
of exercises used in plane geometry tests were ana- 
lyzed. The writer collected geometry tests for the 
years 1923-35 from five different sources. . . The 
writer solved most of the exercises and the balance 
were solved by graduate students, who in turn 
checked the writer’s solutions and each other’s. 
The sixteen theorems require too much space to be 
listed here but the reader will find it profitable to 
read the book. The study shows a list of only 58 





theorems needed to solve the problems in the 150 
examinations.” J. J. Urbancek. + 

1306. Pickwell, G. Weather. N. Y,, 
McGraw, 1938. 170 p., il., charts. $3. 

Sky, Mr 39, p. 11, 5/6 col. “Here are pictur: 
of the weather that will make you hold your breath. .. 
Text goes along with the pictures and is useful m 
describing the various kinds of weather presented. 
Some parts of the text seem not altogether as clear 
and simple as might be. Presents in a fascinating 
way the various types of work which the modern 
weather bureau carries on. Useful weather charts 
with interpretations are included for the edification 
of the reader, and his initiation into the back pages 
of the morning paper.” + 

1307. Queen, S. A.; Thomas, L. F. The 
city: A study of urbanism in the United 
States. N. Y., McGraw, 1939. 500 p. $4. 

Public mgt., F ’39, p. 60, V4 col. ‘‘This sociv- 
logical study of cities is divided into five parts: the 
rise of cities: and urbanism, urban institutions and 
folkways, distributive and selective aspects of the 
city, people in the city, and prediction and control. 
It is an attempt to present methods of studying 
cities, discusses diversity among cities and within 
each particular city, and is concerned with problems 
of social control in cities.” 

1308. Rabone, P. Flotation plant prac- 
tice. 3rd ed., rev. & enl. London, Mining 
Publ., Ltd. 184 p., il. 12s. 6d. 

Mining mag. (London), F ’39, p. 94, 1 col. “Addi- 
tions have been made to many sections, in particular 
to the chapter on flotation methods, where non- 
sulphide concentration is now dealt with briefly. Some 
new theory is included in the chapter on reagents, 
but the author has wisely avoided controversy, con- 
tenting himself by dealing mainly with points on 
which there is general agreement. . . It is suggested 
that either we should have less representation of 
proprietary types or all machines must be included.” 
R. Knuckley. + 

Chem. trade jl., F 10 ’39, p. 134, 1/2 col. + 

(See 2-182) 

1309. Railway & locomotive historical 
soc., inc. Locomotives of the Chicago & 
North Western Railway. By F. A. Cole. 
Boston, Railway & Locomotive Historical 
Soc., Inc. 75 p. $2. 

Railway age, F 18 ’39. p. 314, 1/3 col. “This 
special bulletin of the Railway & Locomotive His- 
torical Society follows a fashion in the study of 
locomotives of particular carriers set by a two-volume 
study of locomotives of the Chicago, Burlington & 
Quincy published by the society in 1937. . . Following 
a textual discussion of the ‘collectors items,’ the 
author has prepared a 54-page roster of the past and 
present motive power of the Chicago & North Western 
divided into coal burners, oil burners, shop trans- 
fer locomotives. oil-electric switchers, and gas-electric 
motor cars. Follow'ne ‘b's is a_ six-page list of 
the principal mechanical data concerning each 
class of locomotive as originally built, which fur- 
nishes a handy method of comparison of motive power 
from period to period and builder to builder. Several 
score of interesting photographs of earlier locomotives 
are interleaved with the locomotive lists.” 


1310. Fabrik fiir Rajah-vergrosserungs- 


gerate. Neues vergréssern. Ed. by H. 
Neumann. . Dusseldorf, E. Liesegang. RM 
90. 


Deutsche optische wochenschrift, F 12 ’39, p. 56, 
1/3 col. + 

1311. Rashevsky, N. Mathematical bio- 
physics. Physicomathematical foundations 
of biology. Chicago, Univ. of Chic. Pr., 
1938. 340 p., 83 il, RM 4. 

Naturwissenschaften, F 24 739, p. 136, 1-1/2 col. 
W. Ludwig. 


1312. Rassow, O. Textbook of chemi- 


cal technology. 20th ed. (In German.) 
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Leipzig, M. Janecke, 1938. 

Am, ceramic soc.—Jl., F ’39, p. 62, 1/6 col. “The 
chapter on pottery has been re-edited; it is up to 
date and gives a good general view of ceramic 
processes within the whole framework of the chemical 
industry. Developments during recent years are men- 
tioned but references are not complete. The book is 
valuable and can be highly recommended.”’ R. A. H. 


a . 

1313. Redgrave and Owners’ factories, 
truck and shop acts. 15th ed. J. Owner, 
ed. London, Butterworth & Co., Ltd. 
1938. 1,063 p. 30s. 

Colliery guard., Ja 27 ’39, p. 181, 1/6 col. ‘‘Last 
edition of this well known manual was published in 
1931, and since then there have been considerable 
legislative changes in the field which it covers. 
Prominent among these is the important Factories 
Act, 1937, which naturally occupies the most impor- 
tant position in the new edition. . . Among other 
Acts dealt with for the first time in this edition may 
be mentioned the Young Persons (Employment) Act, 
1938, the Children and Young Persons Act, 1933, and 
the Education Act, 1936. The general arrangement 
of the volume is unchanged, and this edition main- 
tains the high standard of presentation set by its 
predecessors.”” + 

Gas jl., Ja 25 ’39, p. 222, 1/3 col. + 

1314. Reich, H. J. a 7 * and appli- 
cation of electron tubes. N. Y., McGraw. 
690 p., il. $65. 

Electrical wld., Mr 11 ’39, p. 124 (766), 1/3 col. 
“Written essentially as a textbook, this nevertheless 
has much value for the electronics control application 
engineer. This is a permissible characterization be- 
cause the method of treatment, after reviewing the 
theory of tube action, analyzes and emphasizes the 
functional performance of the many types in conjunc- 
tion with a similar number of circuit arrangements.” 


Radio news, Ap ’39, p. 36, 1/5 col. + 

Product eng., Mr ’39, p. 128, 2/5 col. + 

1315. Reicherter,G. Handbook of Brin- 
ell, Rockwell and Vickers hardness testing. 
Berlin, Springer, 1938. 200 p. RM 4.50. 

Met. & alloys, F ’39, p. MA 121, 1/4 col. ‘Isn't 
at all what its title makes it out to be. It is a com- 
bined catalog and instruction book for using a dozen 
types of hardness testers made by Reicherter. The 
usual precautions for obtaining accurate readings are 
given and the usual conversion tables appended. . 
Obviously not worth its price on a hand book basis. 
H. W. Gillett. — 

1316. Reilly, W. J. How to use your 
head to get what you want. IN. Be 
Harper. 179 p. $1.98. 

Trained men, Spring °39, p. 24, 1/6 col. “Rules 
for straight thinking to be used to solve a wide 
variety of human problems are presented with human 
interest illustrations or case studies.” 


1317. Richardson, E. G. Physical sci- 
ence in modern life. London, English 
Universities Pr., Ltd., 1938. 256 p., 16 pl. 
8s. 6d. 

Faraday soc.—Trans., F ’39, p. 380, 1/2 p. “Is 
written for the non-scientific reader. It is not con- 
cerned with the inside of the molecule and does not 
attempt to explain things which can only be under- 
stood by the trained scientific mind. The author, 
however, shows that there is a great deal to interest 
in such matters as streams and eddies, electricity, 
heat, light and sound generally, as well as in the 
ordinary human and animal sensations and reactions. 
All these things are clearly explained and illustrated.” 


Royal aero. soc.—Jl., F ’39, p. 126, 1/3 p. “A 
mine of interesting information and the more one 
digs into the mine the more one is astounded by the 
discovery of the glittering gems of man’s scientific 
progress.” 

Engineer, Mr 739, p. 309, 1/3 col. + 





1318. Risack, M. Etude du calcul d'un 
fuselage monocoque en tenant compte de 
la résistance des toles de recouvrement. 
Brussels, Bul. d. Service Tech. d. l’Aéro. 
Belge. 77 p., 41 fig. 30 fr. 

Rev. univ. a. mines, D ’38, p. 852, 2/3 col. 

C.D, 
1319. Ritchey, J. Patternmaking. Rev. 
by W. W. Monroe, C. W. Beese & P. R. 
Hall. Chicago, Am. Technical Soc. 233 
pi, 1k S2. 

Machinery, F ’39, p. 448-H, 1/4 col. “A hand- 
book containing practical instructions for the pattern- 
maker. The work has been carefully revised and 
brought up to date. Seventy-six pages have been 
added on the subject of metal patternmaking. The 
book describes the tools and equipment necessary tor 
patternmaking, the construction of simple and com- 
plicated patterns, modern molding machines, and 
molding practice.” 

Am. machinist, F 8 ’39, p. 65, 2/3 col. 

Steel, F 20 39, p. 54, 1/2 col. + 

Foundry, Mr ’39, p. 86, 1/2 col. + 

Power plant eng., F ’39, p. 159, 1/5 col. 

1320. Robson, A. G. Engineering work- 
shop principles and_ practice. London, 
Emmott & Co., Ltd. 312 p. 7s. 6d. 

Automobile eng., F ’39, p. 57, 1/5 col. ‘*Written 
by a teacher of engineering subjects under the Lon- 
don County Council, this book is intended for en- 
gineering students and is necessarily somewhat ele- 
mentary in character.’ 

1321. Rompp, H. Chemische fund- 
grube. Eine auslese von tiber 250 unbe- 
kannten chemischen patenten und _ erfind- 
ungen aus allen landern. Stuttgart, 
Franckh’sche Vigsbuch., 1938. 193 p. RM 
4.20. 

Angewandte chem., F 18 ’39, p. 163, 1/2 col. 
F. Baur. + 

1322. Rose, T. G. Higher control. 3rd 
ed. Forewd. by A. H. Pollen. London, 
Pitman. 277 p., 63 fig. 12s. 6d. 

Beama jl., F ’39, p. 66, 1/2 col. “It cannot fail 
to be of value to those whom it is designed to reach. 
In their essentials all systems of scientific manage- 
ment, cost accounting, higher control, or whatever 
other name they may be called, are but organized 
common sense.” 

(See 1-1308) 

1323. Sachs, Kk. Die ortsfesten anlagen 
elektrischer bahnen. Zurich, O. Fiissli. 
321 p. 48 Sw. fr. 

Electrician, F 10 °39, p. 176, 1/2 col. ‘Those 
readers acquainted with the excellent treatise on 
main-line electric locomotives by this well-known 
Swiss engineer will scarcely need an introduction to 
its sequel on the stationary plant and installation of 
electric railways. All systems are considered in de- 
tail. . . Despite the wide condemnation of the three- 
phase system owing to the double overhead line, the 
trolley-bus has rejuvenated the subject. The author 
includes both problems in his treatment. The calcu- 
lation of poles, suspenders, pull-offs, etc., covers many 
pages, the methods being sometimes graphical, some- 
times analytical, as customary in mechanics.” 
Parker Smith. fd 

1324. Sargent, E. Aircraft of the world 
recognition book. Ed. by Lt. Cmdr. E. C. 


eG Booth. London, Sampson, Low. : 
s. 6d 
Flight, O 20 ’38, p. 342b, 1/4 col. “General ar- ; 


rangement silhouettes are "rather crudely drawn, 
particularly those set out from photographs. ; 
Though they set out to be helpful, the brief annota- 
tions are also frequently inaccurate and slap-dash. 
In fact, the presentation of the whole mass of ma- 
terial conveys the idea that after the initial burst of 
enthusiasm the responsible parties began to be ap- 
palled by the magnitude of their task. Nevertheless 
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. the book is quite worth buying, if only to illus- 
trate the enormous variety of aircraft shapes and 
sizes. There are, incidentally, some useful lists of 
manufacturers and charts of international markings.” 


ate 

1325. Schall, W. E. 
apparatus and their management. 
Schaal & Son, Ltd., 1938. 116 p., 
7s. 6d. 

Beama jl., F 39, p. 67, 1/2 p. “Descriptions of 
the apparatus illustrated are clear and concise, and 
the practical hints given as to its use and mainten- 
ance will be very useful to nurses, doctors, and 
others who have such apparatus under their charge. 
The fact that the apparatus so described is mainly 
that made by the author’s firm does not impair the 
value of the advice given, as the general principles 
are common to most types, although designs may and 
do differ. . . Although the author disclaims any 
knowledge of medical science, he gives a considerable 
amount of most useful information concerning the 
so of electricity for curative purposes, and 
gives also the source of his information.” F. B. + 

1326. Scheer, L. ‘Was ist stahl?” Ein- 
fihrung in die stahlkunde fiir jedermann. 
3rd enl. ed. Berlin, Springer, 1938. 104 
», 48 il. 1 tab. RM 3.80. 

Zeit. f. instrumentenkunde, F °39, p. 96, 1/3 p. 
W. Keil. + 

(See 3-519) 

1327. Schell, E. H.; Gilmore, F. F. 
Manual for executives and foremen. N. Y., 
McGraw. 185 p. $2. 

Am. bus., Mr 739, p. 62, 1/2 col. ‘Starting off 
with a seemingly dull title, the book wades into the 
business of running a factory, plant, or shop with 
less lost motion and waste, and vividly shows that 
there is never a final best way of doing a thing, 
that there is always a chance for improvement of 
almost any process. The foreman or supervisor who 
reads this book is a potential manager, and the man- 
ager who reads it is potentially a better manager.” + 

Factory, Mr °39, p. 144, 1/4 col. + 

1328. Schilling, W. Die gleichrichter- 
schaltungen. Munich, R. Oldenbourg. 279 
p. 17 m. 

Electrician, F 17 °39, p. 209, 1/3 col. “This 
specialist treatise is excellently got up, and it will 
appeal to engineers and students alike. Teachers will 
appreciate the author’s view that the theory of recti- 
fier connections is eminently suited to extend a.c. 


theory and so claim a place in college courses.” 
S. Parker Smith. + 

1329. Schumacher, H. J. Chemische 
gasreaktionen. Dresden & Leipzig, T. 
Steinkopff, 1938. 487 p. 60s. 

Can. chem. & proc. ind., F °39, p. 98, 1/3 col. 
“The third volume in a series on chemical reactions, 
and is only an introduction to the large field of the 
kinetics of gas reactions. The first part is devoted 
to a review of the present knowledge of the theory 
of gas reactions. The second section of the book 
covers a wide range of experimental data and meth- 
ods, grouped under such subsections as uni-melecular 
reactions, atomic reactions, homogeneous catalysis, 
ete.” 

1330. Schurig-G6tz. Himmelsatlas. 6th 
rev. ed. ay E. Gaeblers. RM 4.50. 

Sterne, F °39, 48, 1 col. W. Becker. + 

1331. Scott's standard methods of chem- 
ical analysis. N. H. Furman, ed. 2 vols. 
oe} ed. N. Y., Van Nostrand. 2700 p. 
$1 

Metal ind. (N. Y.), F 739, p. 96, 1/3 col. “This 
hible of analytical chemistry . . . has maintained the 
same high standards of accuracy and value. . . In 
addition to all material on the determination of the 
elements, the analysis of complex substances and the 
application of these methods in a wide variety of 


Electro-medical 
18th ed. 
168 fig. 


industrial and scientific fields, this work has a series 
of monographs on sampling, pH, electro-titrations, 
microscopy, microanalysis and other fundamental 
subjects.”” + 

. re ‘ha 

1332. Seidler, L. Tabellen: 1. Uber 

die gehalte an protein, fett, N-freien ex- 

~ ° s 
traktstoffen, rohfaser und asche. 2. Uber 
das vielfache (10—24%) der gehalte an 
protein und fett bei einigen der wichtigsten 
futtermittel. Berlin, J. Neumann, 1938. 
RM 2. 

Angewandte chem., F 11 °39, p. 146, 1/3 col. 
H. Roth. + 

1333. Sewell, W. E. Review course in 
algebra. Ist ed. Chicago, Heath, 1938. 
145 p. $1.20. 

School sci. & math., Ja 39, p. 96, 1/2 p. “Is 
suitable for a review semester in high school or col- 
lege. It is not merely an exercise book, but presents 
sufficient discussion and development to help pupils 
recall and understand principles which they may have 
known imperfectly or may have forgotten. . . Mastery 
of this book would much improve and_ student’s 
chances of — in further mathematics.” W. H. 
Carnahan. 

1334. Shulman, H. M. 
York: oN. ¥. 
653 p. $5. 

Am. city, S °38, p. 119, 1/2 col. “It is almost a 
surprise, then, to find a book with the title ‘Slums 
in New York,’ which does not lay its principal stress 
on housing. Sponsored by the Boys Work Committee 
of the Rotary Club of New York, this book is a 
social study of family and neighborhood life in 4 
slum sections of New York City, with particular 
reference to the conditions and opportunities of boys 
in these sections. It reports and analyzes two sur- 
veys, the first made during the prosperity year of 
1926, the second during the depression period of 
1931-1932. . . Significance of this study lies in the 
period of time covered, extent of area and individuals 
involved, and range of aspects studied. To educators 
and social workers, as well as all others interested 
in civic welfare, the book should prove fruitful 


reading.” + 
1335. Siddons, A. W.; Snell, K. S. A 


new geometry. Cambridge, Univ. Pr.; 
N. Y., Macmillan, 1938. 302 p. $1.32. 

School sci. & math., Ja ’39, p. 94, 1/3 p. “Is 
based upon the geometries of Godfrey and Siddons. 
Prepared for use in the schools of Great Britain, 
it is now offered for use in schools here. Quite 
naturally, the sequence and treatment of topics are 
very different from those to which American teachers 
are accustomed. In this book, much is assumed 
regarding previous ‘geometric experience that is more 
fully developed in our books.’”” W. H. Carnahan. 

1336. Simmons, H. A practical course 
in successful selling. Ne es Harper. $3. 

Am. bus., F 739, p. 62, 1/4 col. “Book is not 
cluttered up with the usual definitions of selling, 
and hackneyed lists of appeals and buying motives. 
Instead, Mr. Simmons gets right down to business 
with a chapter on what makes a good salesman 
hetter. This theme is woven through the entire book 

the desire to help a reasonably good salesman 
develop into a top-notch man.” + 

(See 3-1702, 1-2987) 

1337. Simpkins, R. B. The basic me- 
chanics of human vision. London, Chap- 
man & Hall. 7“ p., 79 il., tab. 12s. 6d. 

Optician, F 10’ p. 10, 1 p. “The latest of the 
hend-back-your- cornea oo of ocular therapy. . . So 
far as the basic ideas can be discerned through the 
obscureness of the style they are those already fa- 
miliar to students of the ‘throw-away-your-eye 
crutches’ school. Clarity of argument is simulated 
by excessive tabulation and enumeration.” J. D. S.— 

1338. Sinha, J. Indian realism. Lon- 
don, K. Spal & Co., Ltd., 1938. 287 p. 


Slums of New 
A. & C. Boni, Inc., 1938. 
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10s. 6d. 

Nature, O 8 ’38, p. 657, 1/2 p. “Is no simple 
exposition either of the doctrine of the Yogacara 
‘Vijnanavada’ or subjective idealism, or of the criti- 
cisms of the doctrine by the different schools and 
representatives of Indian realism. The arrangement 
of the text is so confusing that although the book 
would probably be an excellent accompaniment for the 
student who is preparing to read the original texts 
for himself, it is emphatically not a work for the 
philosophically minded reader who wishes to be 
orientated in traditional Indian philosophical thought.” 

1339. Smith, H. A. Robert Gair: a 
study. N. Y., Dial Pr., Inc. 118 p. $2. 

Factory, Mr °39, p. 144, 1/4 col. “This study of 
Robert Gair, practical man, ‘industrial pioneer, founder 
of Robert Gair Company, Inc., inventor of the 
method of cutting and creasing which made possible 
the mass production of folding cartons, is one of 
historical interest.”” + 

1340. Spaight, J. M. Air power in the 
next war. Ed. by Capt. L. Hart. Lon- 
don, G. Bles. 175 p. 5s. 

Flight, O 20 ’38, p. 342g, 1 col. “It is easy 
reading, it is more than knowledgeable, it examines 
all doctrines and theories of air power, it dispassion- 
ately sums up possibilities and probabilities, and it 
draws conclusions which will convince all but the 
fanatics.” + 

Jl. of the aero. sciences, F ’39, p. 168, 3/4 col. + 

1341. Stammer, F. Pflanzliches und 
tierisches eiweiss. Seine herstellung aus 
magermilch, pflanzensamen, tierblut, vogel- 
eiern, fischen usw. und seine verwendung 
fiir bekannte und neuartige nahrungsmittel, 


leim-, plastische massen, kunstkautschuk, 
spinnfasern, pharmazeutische praparate, 


farbenbindemittel, photopapier, kunstdruck- 
papier, seife, wasserdichte, gewebe usw. 
(Bd. 14 v. Elsners chemischen taschen- 
biichern.) Berlin, O. Elsner, 1939, 231 p., 
26 il., tab. RM 7.50. 

Chemiker-seit., Ja 18 °39, p. 57, 
Fincke. + 

1342. Starkenstein, FE. Lehrbuch der 
pharmakologie, toxikologie und arzneiver- 
ordnung. Vienna, F. Deuticke, 1938. 758 

il. RM 23. 

Am. chem. soc.—JI., D ’38, p. 3094, 1/2 col. ‘Is 
intended for medical students studying pharmacology. 
After a brief introduction in which the topics of 
re . pharmacology, general toxicology and_ the 
place of pharmacology in practical therapeutics are 
discussed, the so-called special pharmacology is taken 
up and treated on the basis of physiological systems 
more or less in accordance with the scheme first used 
hy Gottlieb and Meyer in their well-known textbook. 
The treatment of the various topics appears to be 
quite satisfactory and to take in account recent ad- 
vances; a more complete account is given of the 
chemistry of the digitalis glucosides than is found 
in current textbooks and the sections on the hormones 
and vit amins are particularly good.”’ E. K. Marshall, 


"1343. Stellhorn, K. Technisches Fran- 
zosisch. Lehr- und nachschlagebuch der 
franzdsischen sprache auf technischem ge- 
hiet. Pts. 1 & 2. Essen, W. Girardet. 
1938. 243 p. RM 5.40. 

Arch. f. warmewirtschaft, F ’39, p. 16, 1/4 col. + 

1344. Stimpson. W. C.; Gray, B. L. 
Foundry work. Rev. by J. Grennan. —Chi- 
cago, Am. Technical Soc.; London, Penton 
Publ. Co. 216 p. $2. 

Machinery, F ’°39, p. 448-H, 1/5 col. “A practical 
handbook on standard foundry practice, including 
hand and machine molding. The book deals with 


2/4 col. H. 





typical molding problems, molding machines and 
equipment, casting operations, foundry materials, 
melting and pouring equipment, metallurgy of cast 
metals, etc.” 

Foundry, F ’°39, p. 42, 1 col. + 

Power plant eng., F ’39, p. 159, 1/4 col. “In this 
revised edition, molding practice, including the many 
questions of pattern construction which are more or 
less closely associated with foundry work, is fully 
discussed. . . Casting operations, including materials, 
melting and pouring equipment, metallurgy of cast 
metals, non-ferrous castings, and all other operations 
dealing with casting are thoroughly and carefully 
explained from a practical standpoint.”’ + 


1345. Strigel, R. Elektrische stossfest- 
igkeit. Berlin, Springer. 317 p. RM 28.50. 

Electrician, F 24 ’39, p. 252, 2/3 col. ‘Treatise 
accords with the importance of the subject. True, 
the matter is still in the development stage, but new 
test methods have already been evolved and the author 
brings practice and research up to date. . . Book is 
full of references, the bulk of which relate to very 
recent work. Many readers will find it an advantage 
to have collected in this manner so much textbook 
material alongside the more modern results of re- 
search. Doubtless the book is a forerunner of its 
kind, and it has set a very worthy standard.” S. P. 
Smith. + 

1346. Strong, J.; and others. Proce- 
dures in experimental physics. Ne Ys, 
Prentice-Hall, 1938. 642 p., il., tab. $5. 

Franklin inst.—Jl., F ’39, p. 292, 3/4 p. “Is 
essentially a bock on practical application and many 
of the procedures appear here in print for the first 
time. Fundamental theoretical information is freely 
given wherever necessary to assist the practice de- 
scribed. . . The illustrations in the book go far 
toward bridging the gap between laboratory demon- 
strations and experience on the one hand, and the 
exposition on the other. The method of presentation 
of the material in the book makes for ready under- 
standing. A comprehensive subject and name index 
in the back enhances the value of the book for quick 
reference. Because of this and because it is just 
crammed full of up-to-date usable material, it should 
be within easy reach of every laboratory worker.” 

. H. Oppermann. + 

"1347. Talley, Capt. B. Engineering 
applications of aerial ny terrestrial pho- 
togrammetry. London, Pitman. 612 p., il 


Military engineer, F ’39, p. 75, 1 col. ‘Book fills 
a crying need, and is at once a treatise and a text 
on the subject. He gives a_ history of the art. 
describes the machines and processes used here and 
abroad, gives detailed instructions for every step, 
ground control, operating the cameras, flying, develop- 
ing, printing, using the negatives, prints and ground 
control to make maps, and lithographing, everything 
from the start of the project to watching the maps 
roll off the press. Along with the descriptions and 
detailed instructions is a rigid, mathematical exposi- 
tion of the principles involved and their application. 
For the man who directs map projects there is the 
information as to what he may expect in accuracy 
and output and the caution that good mapping is still 
a matter of taking infinite pains. . . Author is one 
of those who have taken a leading part at Wright 
Field in the development of the art, the inventor of 
one of the three principal machines used in our 
service, a lecturer at Harvard on the subject, and 
now engaged both in the practice of the art with 
the 29th Engineers and the development of still an- 
other machine.” 

Royal aero. soc.—Jl., Mr °39, p. 286, 1/2 p. + 


1348. Thau,A. Kohlenschwelung. Halle, 
W. Knapp, 1938. 205 p., 251 il. RM 19.50. 

Tron & coal trades rev., F 3 ’39, p. 247, 2/3 col. 
“Mav be described as a supplementary volume, de- 
voted particularly to the latest developments, of Dr. 
Thau’s well-known earlier book ‘Die Schwelung von 
Rraun- und Steinkohle,’ published in 1927 (Wilhelm 
Knapp), although much information in condensed 
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form is included from the latter. The new book, 
therefore, is at the same time a ‘self-contained pro- 
duction, although shorter in length. There is no 
other book in any language that attempts to give 
such a vast amount of concise information concerning 
low-temperature carbonisation of coal, and especially 
of lignite, and the new volume therefore, like the 
original one, is indispensable to every library, private 
or public, concerned with fuel technology. . . Over 
75 different processes for the low-temperature car- 
bonisation of coal and lignite are described, all the 
more valuable because, as already indicated, the 
latest information (to 1938) is included concerning 
the newer processes, along with a large amount of 
bibliographical material.’? + 
Gas jl., Mr 1 739, p. 567, 2/3 col. + 


1349. Thibert, J. Drainage de terrains 
humides et exposé d’un procédé nouveau 
de consolidations de terrains sujets a 


glissement ou a éboulement. Duculot- 


Roulin, Tamines, 1938. 46 p., 16 il., 2 pl. 

Rev. univ. d. mines, D ’38, p. 851, 1/2 col.* P. 
Grignet. + 

1350. Thorpe, J. F.; Whitely, M. A. 
Thorpe’s dictionary of applied chemistry. 
Vol. 2. Bl-Chemical analysis. 4th ed. 
N. Y., Longmans, Green, 1938. 711 p., il. 
$25. 

Am. chem. soc.—Jl., Ja °39, p. 222, 2/5 col. 
“General editorial policies . . . have been followed in 
the second volume and the quality has been main- 
tained, although the expansion has been relatively 
greater than in the first volume. . . Structural formu- 
las of organic compounds are numerous and clearly 
printed, although these formulas might have been 
printed on a smaller scale without sacrifice in clarity 
and with a substantial saving in the number of pages. 
The fourth edition is very different from the third 
in that all of the encyclopedic articles and most of 
the brief definitions have been completely rewritten 
and many new entries have been added. This book 
clearly belongs in every chemical reference library.” 
G. Jones. + 

Faraday soc.—Trans., Ja ’39, p. 296, 1-1/4 p. + 

(See 2-3633, 1-2437, 3-4111) ? 

1351. Timoshenko, Stephen—60th anni- 
versary volume. N. Y., Macmillan, 1938. 
277 p. $5. 

Met. & alloys, F °39, p. MA 122, 2/3 col. ‘This 
collection of 30 separate papers, by as many students 
or associates of Timoshenko, on the occasion of his 
60th birthday, is a type of appreciation of a great 
teacher and scientist that is common abroad, rare in 
this country. . he majority of the articles are 
straight mechanics that do not directly touch metal- 
lurgical engineering, but enough of them deal with 
questions of stress concentration, fatigue, wear and 
creep to make the volume of interest to metallurgists 
and engineers concerned with these problems. . . The 
volume is a deserved tribute and its contents have 
value. Its preparation was in the hands of a com- 
mittee headed by Prof. J. M. Lessels, who also wrote 
the interesting ‘introductory account ‘of Timoshenko’s 
career.” H. W. Gillett. + y 

1352. Tolman, R. C. The principles of 
a mechanics. London, Oxford 
Univ. 1938. 661 p. 40s. 


Pocaden * soc.-—Trans., F ’39, p. 383, 1-1/2 p. 
“To give a fundamental exposition of statistical 
mechanics according to quantum theory, analogous to 
that given by Gibbs according to classical theory. 
Not only has the author succeeded in this object, 
but he has given us much more. . . Will at once 
become and will long remain the standard work on 
the principles of statistical mechanics.” E. A. G. + 


1353. Townsend, G.; Dalzell, J. R.; 
McKinney, J.; Dunlap, C. H. How to 
estimate for the building trades. Chicago, 
— Soc., 1939. 629 p., 300 il., 44 tab. 
$4.75. 





Heat., pip. & air condit., F ’39, p. 118, 1/3 col. 
“Ts intended to be a practical and complete presenta- 
tion on the estimating of materials and labor for 
residences and moderate size buildings. It has been 
prepared in ‘how to do it’ style. It includes some 
300 illustrations, 44 tables, 555 questions and an- 
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a pocket attached to the. inside back cover. 

Power, Ap ’39, p. 112, 1/3 col. 
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Metal spraying. 2nd ed. rev. and largely 
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Griffin & Co., Ltd. 15s. 

Royal aero. soc.—Jl., F ’39, p. 127, 1/2 p. ‘*Con- 
tains a comprehensive account of the development of 
metal spraying from its origin about the year 1882 
te the present. Has dealt with the subject thor- 
oughly, and there are a large number of good illus- 
trations, but when he simply refers to the possibility 
of forming an insoluble chemical compound in the 
pores of the sprayed metal by means of a polymeric 
change in certain organic compounds he merely 
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1355. Twenty-third annual review of the 
silver market. N. Handy & Harman, 
1938. 30 p. 
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den, T. Steinkopff, 1938. 315 p., 79 il. RM 
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Eng. new record, F 16 ’39, p. 76 (234), 5/6 col. 

“By publishing a practical digest of its extensive 
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art of concrete construction. . . Book is so rich and 
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R. W. C. + 
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1358. U. S. Housing authority. What 
the housing act can do for your city. 
Wash. (D. C.), Supt. of Doc., 1938. 88 p. 
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show the relationships between cost accounting and 
the factory, marketing, and administrative fields of 
management. Encyclopedic in scope, it discusses books 
and materials, cost elements, systems, factors, and 
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Am. bus., Mr ’39, p. 6 1/2 col. “Gives us 
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the heavens. London, W. R. Chambers, 
Ltd. 6s. 
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the work, and there is no difficulty in using the 
table which enables the change to be made to an 
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M. D. + 

1372. Wright, M. Public relations for 
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Factory, Mr 739, p. 140, 1/4 col. ‘Talks compa- 
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motive would be superseded by ‘planning for service’. 
ae Throughout the book the ethical aspect is 
stressed and the practical application of Christian 
principles is held to be possible, but too little regard 
is paid to our all-important overseas trade, which 
makes planning dependent upon international agree- 
ment.” J. H.. Cc —- } 

1374. Youngberg, E. S. Mechanical 
drawing. London, Pitman, 3s. 6d. 
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conventional drawing-office manner. It contains 84 
examples of drawings in the form of problems, to- 
gether with instructions on the solutions of them.” + 
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